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"THE FEDERAL REGISTER—WHAT IT IS AND 
HOW TO USE ir* 

Reservations for January are being accepted for the 
free Wednesday workshops on how to use the FEOERAL 
REGISTER. The sessions are held at 1100 L St. N.W., 
Washington. D C. in Room 9409, froir 9 to 11:30 a m. 

Each session includes a brie* history of the FEDERAL 
REGISTER, the difference between legislation and reguta- 
tions, the relationship of the FEDERAL REGISTER to the 
Code of Federal Regulations, the elements of a typical 
FEDERAL REGISTER document, and on introduction to the 
finding aids. 

FOR RESERVATIONS call: Martin V. Franks, Workshop 
Coordinator, 202-523-3517. 



SUNSHINE ACT MEETINGS 

— 

63676 


PRESIDENTIAL ADVISORY COMMITTEE 

Executive order on the termination ... 63631 


FEDERAL PROPERTY COUNCIL 

Executive order on the termination ... 63633 


INCOME TAXES 


Treasury/IRS provides for modified treatment of ad¬ 
vanced royalties paid or accrued in connection with 

mineral property .. . ...... 

Treasury/IRS proposes amendments relating to the 
abatement of taxes of certain members of the Armed 
Forces of the United States upon death; comments by 
2-2-78 ..... 


63640 


63648 


PRESIDENT’S REORGANIZATION PROJECT 

OMB solicits comments by 1-14-78 on reorganisation 
study of natural resources and environmental functions.. 63665 

CONSUMER PRODUCT SAFETY ACT 

CPSC issues regulations on certain extremely flammable 
contact adhesives; effective 1-18-78 (Part IV of this 

issue) ........ 63742 

CPSC establishes banned hazardous products; effective 

1-18-78 (Part IV of this issued .... 63731 

CPSC amends regulations on labeling addressing ex¬ 
plosive vapor ignition and flashback fire hazard 
associated with extremely flammable contact adhesives 
in containers over one half pint; effective 6-13-78 (Part 
IV of this issue) .... 63730 










































AGENCY PUBLICATION ON ASSIGNED DAYS OF THE WEEK 

The following agencies have agreed to publish all documents on two assigned days of the week (Monday/ 
Thursday or Tuesday/Friday). This is a voluntary program. (See OFR notice 41 FR 32914, August 6. 1976.) 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

DOT/COAST GUARD 

USDA/ASCS 


DOT/COAST GUARD 

USOA/ASCS 

DOT/NHTSA 

USDA/APHIS 


DOT/NHTSA 

USOA/APHIS 

DOT/FAA 

USDA/FNS 


DOT/FAA 

USOA/FNS 

DOT/OHMO 

USDA/FSQS 


DOT/OHMO 

USDA/FSQS 

DOT/OPSO 

USDA/REA 


DOT/OPSO 

USOA/REA 


CSC 



CSC 


LABOR 



LABOR 


HEW/AOAMHA 



HEW/ADAMHA 


HEW/CDC 



HEW/CDC 


HEW/FDA 



HEW/FDA 


HEW/HRA 



HEW/HRA 


HEW/HSA 

• 


HEW/HSA 


HEW/NIH 



HEW/NIH 


HEW/PHS 



HEW/PHS 


Documents normally scheduled for publication on a day that will be a Federal holiday will be published the 
next work day following the holiday. 

Comments on this program are still invited. Comments should be submitted to the Day of the-Week Program 
Coordinator. Office of the Federal Register. National Archives and Records Service. General Services Adminis¬ 
tration. Washington, D.C. 20408. 


ATTENTION: For questions, corrections, or requests for information please see the list of telephone numbers 
appearing on opposite page. 
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Published daily. Mood*? through Friday (no publication on Saturdays. Sundays, or on official Federal 
holidays)* by the Office of the Federal Register. National Archives and Records Service. General Services 
Administration* Washington, DC 20400. under the Federal Register Act (40 Slat BOO. as amended. 44 UflC , 
Ch. 15) and the regulations of the Administrative Committee of the Federal Register 1 1 CFR Ch I) Distribution 
Is made only by the Superintendent of Documents, U.S Government Printing Office. Washington. DC. 20402 


The Pedkhal. Rxgistx* provides a uniform system for making available to the public regulations and legal notices issued 
by Federal agencies. These include Presidential proclamations and Executive orders and Federal agency documents bavtng 
general applicability and legal effect, documents required to be published by Act of Oongrraa and other Federal agency 
documents of public interest. Documents are on file for public Inspection in the Office of the Federal Register the day before 
they are published* unless earlier filing is requested by the issuing agency. 9 


The Fkdkxal Rxgistk* will be furnished by mail to subscribers, free of postage, for 5500 per month or 560 per year, payable 
In advance. The charge for Individual copies is 75 cents for each Issue, or 76 cents for each group of pages as actually bound 
Remit check or money order, made payable to the Superintendent of Documents. US. Government Printing Office, Washington. 
D.C. 20402 


There are no restrictions on the republican on of material appearing In the Fedoal Rxorsrxa. 
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INFORMATION AND ASSISTANCE 


Questions and requests for specific information may be directed to the following numbers. General inquiries 
may be made by dialing 202-523-5240. 


FEDERAL REGISTER. Daily Issue: 
Subscription orders (GPO) . 

202-783-3238 

PRESIDENTIAL PAPERS: 

Executive Orders and Proclama¬ 

523-5286 

Subscription problems (GPO) 

202-275-3050 

tions. 


"Dial - a • Regulation" (recorded 

202-523-5022 

Weekly Compilation of Presidential 

523-5284 

summary of highlighted docu¬ 
ments appearing in next day’s 


Documents. 

Public Papers of the Presidents.... 

523-5285 

issue). 


Index . 

523-5285 

Scheduling of documents for 

523-3187 

PUBLIC LAWS: 


publication. 

523-5240 

Public Law dates and numbers. 

523-5266 

Copies of documents appearing in 

523-5282 

the Federal Register. 

523-5237 

Slip Laws. 

523-5266 

Corrections. 

523-5282 

Public Inspection Desk. 

523-5215 

U.S. Statutes at Large. 

523-5266 

Finding Aids. 

523-5227 

523-5282 

Public Briefings: "How To Use the 

523-3517 

Index ... 

523-5266 

Federal Register.” 

Code of Federal Regulations (CFR).. 

523-3419 

UfS. Government Manual. 

523-5282 

523-5287 


523-3517 

Automation .. 

523-5240 

Finding Aids. 

523-5227 

Special Projects.. ... 

523-4534 


HIGHLIGHTS—Continued 


SECURITIES 

SEC proposes use of depository systems by registered 
management companies; comments by 1-18-78 (Part III 
of this Issue) .„...... 83722 

CONTROLLED SUBSTANCES 

Just.ce/DEA proposes to place phencyclidine into 
Schedule II; comments by 1-18-78 .... ... 63647 

SECTION 8 HOUSING 

HUD amends definition of ''eligible family"; effective 
12-19-77 (Part V of this Issue) . 63744 

LOW INCOME HOUSING 

HUD redefines definition of "family" for purposes of 
participation in program; effective 12-19-77 (Part V 
of this issue) . 63744 

TREASURY NOTES 

Treasury/Secy announces auction of Senes X-1979 
Notes ____.._™.. 63671 

STERILIZATION 

HEW/HCFA announces meeting on 1-17-78 on proposed 
rules on restrictions applicable to sterilizations funded 
by HEW .... 63651 


MEETINGS— 

DOE/Office of Intergovernmental and Institutional 

Relations: Solar Working Group, 1-11 and 1-12-78 63656 
FCC: Radio Technical Commission for Marine Serv¬ 
ices (various committees), 1-4 and 1-11-78 __ 63659 

Interior/Secy: Bureau of Indian Affairs Reorganization 
Task Force. 12-21-77, 1-4. 1-18, 2-8, 2-15, 

3-1 and 3-15-78 .. 63664 

National Advisory Council on the Education of Dis* 

advantaged Children: 1-20 and 1-21-78.™ ___ 63664 

Office of Science and Technology Policy: Earthquake 
Hazards Reduction Advisory Group. 1-6 and 

1-7-78 .___~_™. .. 63669 

USDA/FS: Washington Subgroup of the Pacific Crest 

National Scenic Trail Advisory Council, 1-18-78™ 63649 

RESCHEDULED MEETING— 

NRC: Advisory Committee on Reactor Safeguards, 
Working Group on Anticipated Transients Without 
SCRAM. 2-17-78 ..... 63665 


SEPARATE PARTS OF THIS ISSUE 

Part II. HUD/FIA _______ 

Part III. SEC. .. 

Part IV. CPSC . 

Part V. HUD .......™, 

Part VI. State __.__ 


..™. 63708 

. 63722 

.. 63730 

.. 63744 

. 63748 
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reminders 


(The Items in this list were editorially compiled as an aid to Tkouul Rixiste* users. Inclusion or exclusion from this lUt ha* no legal 
significance Since this list Is Intended aa a reminder, it does not Include effective dates that occur within 14 daya of publication ) 


Rules Going Into Effect Today 


EPA—FM broadcast stations: table of as¬ 
signments: Altoona. Pa. 58751; 

11—11—77 

FDIC—Public observation of meetings of 
the corporation's Board of Directors: 
Government in the Sunshine amend¬ 
ments 59493; 11-18-77 


USDA/APH IS—Viruses, serums, toxins, 
and analogous products; organisms and 
vectors; standard requirements 59487; 

11-18-77 


List of Public Laws 


Note: No public bills which have become 
law were received by the Office of the Federal 
Register for inclusion In today's List or 
Public Laws. 


THE PRESIDENT 

Executive Orders 

Advisory' Committee, Presidential. 

termination __ 63631 

Federal Property Council; termi¬ 
nation _ 63633 

EXECUTIVE AGENCIES 
AGRICULTURAL MARKETING SERVICE 
Rules 

Grapefruit grown In Ariz. and 


Calif. 63635 

Grapefruit grown in Fla. 63635 


Limes and avocados grown in Fla. 63636 

Proposed Rules 

Nectarines, pears, plums, and 
peaches (fresh) grown In Calif 36346 

AGRICULTURE DEPARTMENT 

See Agricultural Marketing Serv¬ 
ice; Forest Service. 

CENSUS BUREAU 
Notices 

Surveys, determinations, etc : 
Manufactures ... . 63651 

CIVIL AERONAUTICS BOARD 
Notices 

Certificate of public convenience 

and necessity; application . 63653 

Hearings . etc.: 

Club Med. Inc .. 63653 

Danzas AG (Switzerland) _ 63653 

Lineas Aereas Nacionalcs. S.A. 
dc C.V . 63654 

COAST GUARD 
Rules 

Hazardous materials incident re¬ 
ports and forms; tank vessels, 
passenger vessels, cargo vessels. 


etc ___ 63643 

Navigation areas, regulated: » 

Apra Outer Harbor. Guam 63641 


COMMERCE DEPARTMENT 

See Census Bureau; National 
Oceanic and Atmospheric Ad¬ 
ministration. 


contents 

CONSUMER PRODUCT SAFETY 
COMMISSION 

Rules • 

Adhesives, contact, extremely 
flammable: 

Banned hazardous product _ 63731 

Regulatory action under CP3A 63730 
Hazardous substances and ar¬ 
ticles: administration and en¬ 
forcement: 

Adhesives, contact, extremely 
flammable _ 63742 

DRUG ENFORCEMENT ADMINISTRATION 
Proposed Rules 

Schedules of controlled substances: 
Phencyclidine _ 63847 

EDUCATION OF DISADVANTAGED 
CHILDREN. NATIONAL ADVISORY 
COUNCIL 

Notices 

Meetings __ 63664 

ENERGY DEPARTMENT 

See also Federal Energy Regula- 
* lory Commission- 

Notices 

Meetings; 

Solar Working Group - 63656 

FEDERAL AVIATION ADMINISTRATION 
Rules 

Airworthiness directives: 

Boeing .. 63637 

Hawker Siddeley .. 63637 

Standard instrument approach 

procedures . 63638 

Proposed Rules 
Airworthiness directives: 

Sikorsky _ 63646 

Noise standards: 

SST noise and sonic boom re¬ 
quirements; public hearing 
and extension of comment 

period; correction . 63646 

Notices 

Organization and functions: 

Control tower, Mon tours ville. 

Pa.; reduction of hours _ 63670 


FEDERAL COMMUNICATIONS 
COMMISSION 

Rules 

Maritime services; land and ship¬ 
board stations: 

Radiotelephony watch; main¬ 


tained at 2182 kHz .. 63643 

Notices 

Meetings: 

Marine Services Radio Techni¬ 
cal Commission _ 63659 


FEDERAL ENERGY REGULATORY 
COMMISSION 

Notices 

Hearings . cfc.: 

Alabama Power Co .. -- 63656 

FEDERAL INSURANCE ADMINISTRATION 
Rules 

Flood Insurance Program. Na¬ 
tional: 

Flood elevation determinations, 
etc. (24 documents) _63708-63719 

FEDERAL MARITIME COMMISSION 


Notices 

Freight forwarder licenses: 

Ipektchl International - 63657 

Royal Sales & Shipping. . . 63658 

Transcontinental Export For¬ 
warding Co., Inc - 63658 

Oil pollution; certificates of finan¬ 
cial responsibility . 63658 

Agreements filed, etc.: 

New York Freight Bureau _ 63657 


FEDERAL RAILROAD ADMINISTRATION 
Notices 

Petitions for exemptions, etc.: 

Moscow. Camden and San Au¬ 
gustine Railroad Co - 63670 

Restriction of operations: Illinois 
Central Gulf Railroad Co.: rev¬ 
ocation _ 63670 

FEDERAL RESERVE SYSTEM 
Notices 

Applications, etc.: 

National Detroit Corp 63659 


ir 
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CONTENTS 


Weld State Co . 63659 

FEDERAL TRADE COMMISSION 
Rules 

Prohibited trade practices: 

Shop-Rite Poods. Inc _ 63640 

Notices 

Sunshine Meeting notices, publi¬ 
cation in Fedkral Rio istcr _ 63660 

FOREIGN TRADE ZONES BOARD 
Notices 

Foreign-trade zone applications: 
Brownrd County, Fin - 63655 


FOREST SERVICE 
Proposed Rules 

Londownership: land exchanges.. 63659 
Notices 

Meetings: .. 

Pacific Crest National Scenic S ^ 
Trail Advisory Council_ 63649" 

GENERAL SERVICES ADMINISTRATION 
Rules 

Property management: 

Federal; automatic data proc¬ 
essing equipment; exchange/ 
sale reporting.. 63642 

HEALTH CARE FINANCING 
ADMINISTRATION 

Proposed Rules 

Sterilizations funded by HEW; re¬ 
strictions; public meeting_ 63651 

HEALTH. EDUCATION. AND WELFARE 
DEPARTMENT 

See Health Care Financing Ad¬ 
ministration: Public Health 
Service. 

HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 

See also Federal Insurance Ad¬ 
ministration; Interstate Land 
Sales Registration Office. 

Rules 

Low-income housing: 

Families and other terms, defi¬ 
nitions; occupancy by single 

persons... 63744 

Housing assistance payments; 
definition of eligible family... 63744 

INTERIOR DEPARTMENT 

See also Land Management Bu¬ 
reau. 

Notices 

Meetings: 

Indian Affairs Bureau Reorga¬ 
nization Task Force_ 63664 


INTERNAL REVENUE SERVICE 
Rules 

Income taxes: 

Advanced royalties treatment, 
paid or accrued; mineral 

property_ 63640 

Proposed Rules 
Income taxes : 

Armed Forces members, abate¬ 
ment of income taxes upon 
death of.._._____ 63648 

INTERSTATE COMMERCE COMMISSION 
Rules 

Railroad car service orders; vari¬ 


ous companies: 

Clinchfield Railroad Co- 63645 

Notices 

Hearing assignments- 63672 

Motor carriers: 

Transfer proceedings (2 docu¬ 
ments)_ 63674. 63675 


INTERSTATE LAND SALES REGISTRATION 
OFFICE 

Notices 

Land developers; investigatory 
hearings, orders of suspen¬ 
sion. etc.: 

Big Oak Bay Addition.. 63660 


Big Thicket Lake Estates. 63660 

Cedar Bay Addition. 63661 

East Shore Estates- 63661 

Mac Oln Cove- 63662 

Oakwood Ridge Addition. 63662 

Quiet Bay Addition_ 63662 

Rainbow Ridge.. 63663 

JUSTICE DEPARTMENT 


See Drug Enforcement Adminis¬ 
tration. 

LANO MANAGEMENT BUREAU 
Notices 

Alaska native selections: applica¬ 
tions. etc.: 

Doyon, Ltd_ 63663 

MANAGEMENT AND BUDGET OFFICE 
Notices 

Reorganization project. Presi¬ 
dent's: 

Natural resources and environ¬ 
mental functions; inquiry™. 63665 

MATERIALS TRANSPORTATION BUREAU 
Rules 

Hazardous materials shipping; 

DOT 3HT cylinders service life 
extension_ 63644 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 

Notices 

Endangered species parts or prod¬ 
ucts: certificates of exemption 63656 

NUCLEAR REGULATORY COMMISSION 
Notices 

Reactor Safeguards Advisory 
Committee- 63665 

PUBLIC HEALTH SERVICE 
Proposed Rules 

Sterilizations funded by HEW; re¬ 
strictions; cross reference- 63651 

SCIENCE AND TECHNOLOGY POLICY 
OFFICE 

Notices 

Meetings: 

Earthquake Hazards Reduction 
Advisory Group_ 63669 

SECURITIES AND EXCHANGE 
COMMISSION 

Proposed Rules 

Investment Company Act: 

Management companies, regis¬ 
tered; use of depository sys¬ 
tems___ 63722 

SMALL BUSINESS ADMINISTRATION 
Rules 

Appearance before SBA; suspen¬ 
sion proceedings to revoke agent 
privileges; hearing before au¬ 


thorized employee_ 63636 

Notices 

Applications, etc.: 

Rio Investment Corp. 63669 

STATE DEPARTMENT 
Notices 


Art objects, importation: 

German Democratic Republic, 
culturally significant objects 

from____ 63670 

Fishing permits, applications: 

Japan, Mexico, and Union of 
Soviet Socialist Republics.... 63748 

TRANSPORTATION DEPARTMENT 

See Coast Guard: Federal Aviation 
Administration; Federal Rail¬ 
road Administration; Materials 
Transportation Bureau. 

TREASURY DEPARTMENT 

See also Internal Revenue Service. 

Notices 

Notes. Treasury: 

X-1979 series. 63671 
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list of cfr ports affected in this issue 


The following numerical guide rs « li%t of the pert* of each title of the Cod* of Federal Regulation* affected by document* published In today’s 
Issue. A cumulative list of parts affected, covering the current month to dele, follows beginning with the second issue of the month. 

A Cumulative List of CFR Section* Affected Is published seperateiy et the end of each month. The guide list* the part* and section* affected 
by document* published since the revision date of each title. 


3 CFR 

Executive Orders: 

11342 (Revoked by EO 12029). 63631 

11948 (Amended by EO 12029)_ 63631 

11054 iAmended by EO 12030)... 63633 


12029. __ 63631 

12030—. 63633 

7 CFR 

905. 63635 

909 . 63635 

911_ 63636 

915_. 63636 

Proposed Rules: 

916-.. 63646 

917.63646 

13 CFR 

104. 63636 

14 CFR 

39 (2 documents)_63637 

97.....63638 

Proposed Rules: 

21- 63646 

36- 63646 

39. 63646 

91. 63646 


16 CFR 

13. 63640 

1145 —. 63730 

1302_ Z .. 63731 

1500. 63742 

17 CFR 

270. 63722 

21 CFR 

Proposed Rules: 

1308. 63647 

24 CFR 

812. 63744 

880 .-.63744 

881 . 63744 

882 .-. 63745 

883 -. 63745 

886 . 63745 

1917 124 documents*_ 63708-63719 

26 CFR 

1- 63640 

Proposed Rules: 

1. 63648 

33 CFR 

128..63641 

36 CFR 

Proposed Rules: 

254. 63649 


41 CFR 

101-32.~. 63642 

42 CFR 

Proposed Rules: 

60-- 63651 

45 CFR 

Proposed Rules: 

205.. 63651 

46 CFR 

30.. . 

70.. . 

78.. . 

90.. . 

97.. . 

148.. 

175.. 

185.. 

196.. 

47 CFR 


83. 63043 

49 CFR 

173. 63644 

178. 63644 

1033- 63645 


- 63643 

- 63643 

- 63643 

__63643 

. 63643 

. 63643 

-- 63643 

. 63643 

. 63643 
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CUMULATIVE LIST OF PARTS AFFECTED DURING DECEMBER 


The following numerical guide is a list of parts of each title of the Code of 
Federal Regulations affected by documents published to date during December. 


1 CFR 


Ch. I_61029 

3 CFR 

Proclamations: 

4542.-. 62467 

Executive Orders: 

11342 (Revoked by EO 12029). 63631 

11491 (Amended by EO 12027)...- 61651 

11541 (Amended by EO 12027)- 61651 

11636 (Amended by EO 12027)...- 61651 

11769 (Revoked by EO 12024)- 61445 

11948 (Amended by EO 12029)...- 63631 
11954 (Amended by EO 12030)..— 63633 

12021 ...— 61237 

12022 _ 61441 

12023 _61443 

12024.. 61445 

12025 . 61447 

12026 . 61849 

12027 . 61851 

12028 . 62895 

12029 . 63631 

12030 . 63633 

Reorganization Plans: 

No. 1 of 1977 (Sec EO 12028). 62895 

No. 2 of 1977.. 62461 

5 CFR 

213. 61239. 

61240. 62587. 62139. 62140. 62469. 
63379 

332..-.61240 

831_.- 61240 


7 CFR 


7 CFR—Continued 14 CFR—Continued 


Yjfi aoaopO vtf 


97 . . . 

. 61039. 63638 

rROPOotU ttULw—*\-UllUUUCU 

959 -- 

967. — . . 

61474, 61867 
_ 63178 

G9444 

207 _ 

___61251 

298. -.- 

370 ... 

. . 62904 

. . 63385 

1001 ---—... 

1004 .. 

1701 . . 

. 63178 

... . 81279 

385 .- 

Proposed Rules: 

_ 61858 


21 .. 61048. 62400, 63646 

8 CFR 36 ... 62400. 63646 

212 .-.. 61449 39.. 61048. 62014. 62398. 83180. 63648 


Proposed 

242-. 

244.. 

9 CFR 

73_ 

Rules: 

.. 63426 

. 63427 

_ 61245. 61246 

71- 

73- 

75- 

91.. 

137.. 
221. 
OCifl 

61049. 62015-62017. 62399. 63181 

... 61049. 63181 

. 62017 

.. 62400. 63646 

. 62400 

_ 61870 

62930 

79.- 


_ 63384 

Q 

61408 

92_ 


.. 63384 


61420 

113_ 


_ 61246 


61420 

331_ 


... 62143 

777a 

61420 

381.. 


..62143 

373. 

.... 61420 

Proposed Rules: 


378. 

____61420 

317 


_ 61279 

378a 

__61420 

381.. 


__61279 

15 CFR 


10 CFR 



13_ 

.. 62907 

9 


62125.62471 

30. 

.. 63385 

40 


__61853 

303_ 

___ 62907 

205 


. 61271 

370. 

.— 62911 

211 


61853, 62897 

372. 

. ___ 62911 

212 


62125. 62897 

373. 

___ 62911 

450 


61991 

374_ 

.. 62911 

1000 


61856 

375. 

_ __ 82911 

Proposed 

Rules: 


378_ 

377 

.. 62361 

___61253 

211- 


_ 62493 

399 

__ 62911 

214-. 


_ 62493 




2.61029 

16 . 62491 

17 . 63163 

25 .-.. 62387 

25A--. 62387 

26 . 61987 

105.— 61030 

271. 61240 

725. 61587 

728. 62470 

729..—...61588 

730. 62470 

751. 62470 

777. 62470 

905_ 61590. 61853. 62470, 63635 

907. 61030, 61991. 63163. 63379 

909 . 63635 

910 . 61242. 62140. 63379 

911 . 63636 

915. 63636 

987. 61591 

1133. 61449 

1421. 63380 

1464. 61591.61502, 62393 

1822. 61243 

1901.- 62141 

2851_ 63381 


12 CFR 


202 . 

.. 62903 

217 

... 61247 

226 

.— .. .61248 

335 

....61249 

511- 

..— 61250 

545.. 

.... 61450 


701..61977 


Proposed Rules: 


Ch. 1... 

. 62145 

7__ 

.— 61058 

226...- 

_ 62146 

614_ 

. 63179 

615__ 

_ 63179 

13 CFR 

104. ..— 

_ 63636 

118.. 

.— 61857 

122.. 

..61857 

123__ 

. 81031 

315-. 

. 62904 

Proposed Rules: 

107_ 

... 61284.61869 

111... 

. 62012 


14 CFR 


Proposed Rules: 

26___ ‘ _61473 

Ch. IX..61599 

912 . 63426 

913 . 63426 

910_ 63646 

917. 63646 

622. 61599 

928...61867, 62012 


39 . 61034-61036, 

61993. 61995-61997. 62357. 63164. 
63165,63637 

71- .__.- 61036-61038. 

61998. 61999. 62358. 62359. 63167. 
63168 

73 .. 61038. 62360 

75. 61039. 62000. 62359. 62360 


16 CFR 


1 . 61858 

3 .—. 61450 

4 ..-. 62912 

13 . 61450. 61858. 62912, 63385. 63640 

1145 . 63354.03730 

1201 _ 61859 

1302 _ 63731 

1304 _ 63362 

1305 _ 63364 

1500 _ 61593. 63742 

1700 _ 62363 


Proposed Rules: 

416. 

438.. 

. 441. 

1120 —. 

1145_ 

1201. 

1402. 


62146 

62496 

61871 

63183 

63183 

63586 

61612 


17 CFR 

32 .— 

200 .. 

240 . 

270. . 

Proposed Rules 

1 __ 

17 __ 

18 . 

210 . 

240. 


. 61831 

_ 62127 

. 02128 

. 03722 

. 62147. 63427 

. 62147 

_ 62147 

. 63578 

. 63066 


FEDERAL REGISTER. VOL 42, NO. 343—MONDAY, DECEMBER 19. 1977 


vli 






































































































































































FEDERAL REGISTER 


10 CFR 

Proposed Rules: 

2 _62018. 62496 

154.. 62018. 62496 

19 CFR 


101_.-.— 61860. 63183 

HI.. 62384 

Proposed Rules: 

200. 61871 

20 CFR 

501_ 62471 

602 . 62133 

603 _62133 

620.-....62133 

651. 62134 

653_62134 

658. 62134 

Proposed Rules: 

601..61818 

615. 61834 

619. 61842 

640_62159 

654. 63428 


21 CFR 


73 .-. 61254. 62129. 63386 

74 .. 62129.62472 
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presidential documents 


[3195-01 ] 


# 


Title 3—The President 


Executive Order 12029 


December 14, 1977 


Termination of a Presidential Advisory Committee 


By virtue of the authority vested in me by the Constitution and statutes of the 
United States of America, and as President of the United States of America, in order 
to terminate an advisory committee in accordance with the provisions of the Federal 
Advisory Committee Act (5 U.S.C. App. I), it is hereby ordered as follows: 

Section 1. (a) The Quetico-Superior Committee is terminated. 

(b) Exec utive Order No. 11342, as amended, is revoked. 

Sec. 2. Subsection (e) of Section ! of Executive Order No. 11948 of December 20, 
1976, which extended the above advisory committee until December 31, 1978, is 
superseded. 



The White House, 

December 14, 1977 . 


[FR Doc.77-36253 Filed 12-15-77 ;4:37 pm) 
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Executive Order 12030 


THE PRESIDENT 
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December 15, 1977 

Termination of the Federal Property Council 

By virtue of the authority vested in me by the Constitution and statutes of the 
United States of America, including Section 203(a) of the Federal Property and 
Administrative Services Act of 1949, as amended (40 U.S.C. 486(a)), and as 
President of the United States of America, it is hereby ordered as follows: 

Section 1 . (a) The Federal Property Council is terminated. 

(b) Section 1 of Executive Order No. 11954 of January 7, 1977, which recon¬ 
stituted the Federal Proj>erty Council, is revoked. 

(c) Sections 2, 3, 4, 5, and 6 of Executive Order No. 11954 are redesignated as 
Sections 1, 2, 3, 4, and 5, respectively. 

Sec. 2. In order to permit the Director of the Office of Management and Budget 
to resolve disputes concerning under-utilized real property, the provisions of Execu¬ 
tive Order No. 11954 which were redesignated as Section 4 by Section 1(c) of this 
Order are amended to read as follows: 

“Sec. 4. The Director of the Office of Management and Budget shall review 
Federal real property policies and the objectives of the Executive branch of the 
Government; and. shall review the reports made by the Administrator of General 
Services pursuant to Section 3 of this Order, as well as other reports relating to 
resolving conflicting claims on, and alternate uses for, any property described in those 
reports, consistent w'ith law's governing Federal real property. The Director shall 
submit such recommendations and cause reports to he submitted to the President as 
may be appropriate.”. 



The White House, 

December 15, 1977. 

[FR Doc.77-36254 Filed 12-15-77 ;4:38 pm] 
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rules and regulations 


Thl* section of the FEDERAL REGISTER contains regulatory documents having general applicability and legal effect most of wtnch are 
Keyed to and codified in the Code of Federal Regulations, which is published under SO titles pursuant to 44 U S C. 1510, 

The Code of Federal Regulations is sold by the Superintendent of Documents. Prices of new books are listed in the first FEDERAL 
REGISTER issue of each month. 


[3410-02] 

Title 7— Agriculture 

CHAPTER IX—AGRICULTURAL MARKET- 
ING SERVICE (MARKETING AGREE¬ 
MENTS AND ORDERS; FRUITS. VEGE¬ 
TABLES. NUTS). DEPARTMENT OF 
AGRICULTURE 

(Orange, Orapefrult, Tangerine, and Tangelo 
Regulation 1, Arndt 6| 

PART 905—ORANGES. GRAPEFRUIT, TAN- 
GERINES AND TANGELOS GROWN IN 
FLORIDA 

Limitation of Grapefruit Shipments 

AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 

ACTION: Amendment to final rule. 

SUMMARY: This amendment estab¬ 
lishes a total limitation of shipment 
regulation for fresh Florida grapefruit, 
during the period beginning at 6:00 pjn.. 
eA,t., December 22. 1977, and ending 
12:01 a.m., e.s.t.. December 29. 1977. The 
regulation Is needed to assist in prevent¬ 
ing the accumulation of excessive mar¬ 
ket supplies of grapefruit during the 
Christmas Holiday period specified. In 
which it is anticipated there will be a 
greatly reduced market demand. 

EFFECTIVE DATE: December 22. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R. Brader. 202-447-3545. 

SUPPLEMENTARY INFORMATION: 
Findings. <1> Pursuant to the marketing 
agreement and Order No. 905. both as 
amended *7 CFR Part 905 K regulating 
the handling of oranges, grapefruit, tan¬ 
gerines. and tangclos grown in Florida, 
effective under the Agricultural Market¬ 
ing Agreement Act of 1937, as amended 
<7 U.S.C. 601-674L and upon the basis 
of the recommendations of the commit¬ 
tees established under the marketing 
agreement and order, and upon other 
information it is found that the limita¬ 
tion of shipments of grapefruit, os here¬ 
inafter provided, will tend to effectuate 
the declared policy of the act. 

«2> This amendment reflects the De¬ 
partment's appraisal of the potential 
marketing situation during the week In 
which Christmas Day occurs and for the 
period immediately following. Histori¬ 
cally. there has been heavy purchasing 
of fresh grapefruit nnd other citrus by 
the trade prior to Christmas Day fol¬ 
lowed bv a period of slow movement im¬ 
mediately following the holiday. An ac¬ 
cumulation of excessive quantities of any 
variety of citrus fruit in the markets 
during and Immediately following the 
Christinas week contributes to unstable 
marketing conditions. It is reported that 


excessive shipments of fresh grapefruit 
will likely occur, causing an accumula¬ 
tion of tills fruit in the market during 
and immediately following Christmas. 
Hence, the curtailment of grapefruit 
shipments, as hereinafter specified, 
would contribute to a better-managed 
supply situation and in turn to the estab¬ 
lishment of orderly marketing. 

<3 1 It is further found that is imprac¬ 
ticable. unnecessary, and contrary to the 
public interest to give preliminary no¬ 
tice, engage in public rulemaking pro¬ 
cedure. and postpone the effective date 
of this amendment until 30 days after 
publication thereof in the Federal 
Register (5 U.S.C. 553). because of in¬ 
sufficient time between the date when 
information became available upon 
which this regulation Is based and the 
effective date necessary to effectuate the 
declared policy of the act; a reasonable 
time is permitted, under the circum¬ 
stances, for preparation for such effec¬ 
tive time: and good cause exists for mak¬ 
ing the provisions hereof effective at the 
time specified. Shipments of Florida 
grapefruit are currently regulated 
through September 24. 1978; determi¬ 
nations as to the need for. and extent 
of. regulation under $ 905.52<a> (3) must 
nwait the development of the crop and 
the availability of information about 
market supplies and the demand for 
such fruits; the recommendation and 
supporting information for such regu¬ 
lation. were promptly submitted to 
the Depatrment after open meetings 
of the committees, after notice thereof, 
and interested persons were afforded an 
opportunity to submit information and 
views; information regarding specifica¬ 
tions of the regulation has been pro¬ 
vided to shippers, and. exccot as modi¬ 
fied to exempt varieties other than 
grapefruit, the regulation Is identical 
with the recommendations of the com¬ 
mittees; and compliance with the regu¬ 
lation will not require any special prepa¬ 
ration on the port of persons subject 
thereto which cannot be completed on or 
before the effective time. 

Accordingly, it is found that the pro¬ 
visions in paragraph <e) 1 905.301 

< Orange, Grapefruit. Tangerine, and 
Tangelo Regulation 1; 42 FR 57947; 
59367; 59955; 60918; 61590; 62470> fol¬ 
lowing paragraph <d> thereof should be 
and hereby are revised to read as fol¬ 
lows: 

§ 905.301 Oranitt'. Crapr fruit, Tanger¬ 
ine, anil Tangelo Regulation 1, 

<a> • • • 

• • • • • 

<e> During the period beginning at 
6:00 pm.. es t., December 22. 1977. and 


ending 12:01 ajn.. es.L. December 29. 
1977. no handler shall ship between the 
production area and any point outside 
thereof in the continental United States. 
Canada, or Mexico, any grapefruit, of 
the varieties or types, specified in para¬ 
graph (a) Table I of this section, grow n 
In the production area. 

• • • • • 
(8ec* 1-19. 48 8tat. 31. as amended; 7 US.C. 
601-674.) 

Dated: December 14. 1977, to become 
effective 6 pjn., eJ5.t., December 22. 1977. 

Floyd F. Hedlund. 

Director. Fruit and Vegetable 
Division. Agricultural Market¬ 
ing Service. 

|FR Doc 77-36096 Filed 12-16-77;8:45 am| 


[3410-02] 

PART 909—GRAPEFRUIT GROWN IN ARI¬ 
ZONA AND DESIGNATED PART OF 
CALIFORNIA 

Expenses and Rate of Assessment 

AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 

ACTION: Final rule. 

SUMMARY: This regulation authorizes 
expenses and & rate of assessment for the 
1977-78 fiscal period, to be collected from 
handlers to support activities of the Ad¬ 
ministrative Committee which locally 
administers the Federal marketing order 
covering grapefruit grown tn Arlxona 
and designated part of California. 

DATES: Effective September 1. 1977. 
through August 31. 1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R. Brader. 202-447-3545. 

SUPPLEMENTARY INFORMATION: 
On November 23. 1977. notice w\as pub¬ 
lished in the Federal Register «42 FR 
59979) inviting written comments not 
later than December 9. 1977. on proposed 
expenses and rate of assessment, under 
Marketing Order No. 909. as amended 
<7 CFR Part 909L regulating the han¬ 
dling of grapefruit grown in Arizona and 
designated part of California. None were 
received. This program is effective under 
the Agricultural Marketing Agreement 
Act of 1937. as amended i7 U S.C. 601- 
674). 
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Alter consideration of all relevant 
matter presented. Including the pro¬ 
posals in the notice, it Is found that: 

§909.216 E\prn^ and rate of 
incnt. 

(a) Expenses that are reasonable and 
likely to be incurred by the Adminis¬ 
trative Committee during the period 
Beptember l. 1977. through August 31, 
1978, will amount to $64,500. 

<b) The rate of assessment for said 
period payable by each handler in ac¬ 
cordance with I 909.41 is fixed at $0,015 
per carton, or equivalent quantity of 
grapefruit. 

It is further found that good cause 
exists for not postponing the effective 
date until 30 days after publication In 
the Federal Register <5 UB.C. 553 > as 
the order requires that the rate of as¬ 
sessment for a fiscal period shall apply 
to all assessable grapefruit handled from 
the beginning of the period. 

(8*c* 1-10. 48 SUt. 31. aa amended <7 U-8.C. 
601-074).) 

Dated: December 12. 1977. 

D. S. KuRYLoain, 
Acting Deputy Director , Fruit 
and Vegetable Dltision. Agri- 
cultural Marketing Scrt*icc. 

f FR Doc.77-36078 Filed 12-16-77.8:45 am] 


[ 3410-02 ] 

PART 911—LIMES GROWN IN FLORIDA 

PART 915—AVOCADOS GROWN IN SOUTH 
FLORIDA 

Budget of Expenses 

AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 

ACTION: Final rules. 

SUMMARY: These regulations authorize 
increases of $9,000 each in expenses for 
the 1977-1978 focal period, to be used to 
fund production research projects for 
limes and avocados recommended by the 
committees which locally administer the 
Federal marketing orders covering both 
fruit. The funds will be transferred from 
committee reserves, and no increase in 
assessments collected fron> handlers will 
be necessary. 

DATES: Effective April 1. 1977, through 
March 31.1978 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R Brador, 202-447-3545. 

SUPPLEMENTARY INFORMATION: 
On November 23. 1977, notices were pub¬ 
lished in the Federal Register f42 FR 
59979) inviting written comments not 
later than December 8 and 9. 1977. on 
proposed amendment of budgets of ex¬ 
penses, under Marketing Order Nos. 911 
and 916. both as amended <7 CFR Parte 
911 and 915). respectively, regulating the 
handling of limes grown in Florida and 
avocados grown in South Florida None 
was received These programs are effec¬ 
tive under the Agricultural Marketing 


RULES AND REGULATIONS 

Agreement Act of 1937, as amended (7 
U.S.C. 601-674), 

After consideration of all relevant 
matters presented, including the pro¬ 
posals in the notices, it is found that: 
§1911.216 and 915.216 (42 FR 34275; 
35142) should be and hereby are amend¬ 
ed to read as follows; 

Marketing Order 911 

§ 911.216 ExprtiM's mlr of «i»*CMmrnl, 
and carryover of tin«*x printed fund*. 

fa» Expenses that are reasonable and 
likely to be incurred by the Florida Lime 
Administrative Committee during focal 
year April l, 1977, through March 31. 
1978, will amount to $138,200. 


Marketing Order 915 

§ 915.216 Expciif*** and carryover of 
unexpended fund*. 

(a) Expenses thnt are reasonable and 
likely to be incurred by the Avocado Ad¬ 
ministrative Committee during focal 
year April 1. 1977, through March 31. 
1978. will amount to $67,760. 

• • • • f 

It Is further found that good cause 
exists for not postponing the effective 
date until 30 days after publication in 
the Federal Register <5 U.8.C. 553). be¬ 
cause of insufficient time between the 
date when information became available 
upon which the amendments are based 
and the effective date necessary to effec¬ 
tuate the declared policy of the act In¬ 
terested persons were given an oppor¬ 
tunity to submit information and views 
on the amendments at an open meeting. 
Immediate increases in the previously 
approved expenses are necessary in order 
for the committees to meet obligations 
incurred In accordance with the provi¬ 
sions of the marketing order during 
1977-78. 

(Secs. 1-19. 48 Stat. 31. as amended (7 UB C. 
601-674).) 

Dated: December 13, 1977. 

D. 8. Kuryloski. 
Acting Deputy Director. Fruit 
and Vegetable Division. Agri¬ 
cultural Marketing Service. 

|FR Doc.77-36094 Filed 12-16-77.8:46 am| 


[8025-01 ] 

Title 13—Business Credit and Assistance 

CHAPTER I—SMALL BUSINESS 
ADMINISTRATION 

[Hew 1. Arndt 11 

PART 104—PROCEEDINGS TO SUSPEND 
OR REVOKE THE PRIVILEGE OF ANY 
AGENT TO APPEAR BEFORE SBA 

Hearing Procedures 

AGENCY: Small Business Administra¬ 
tion. 

ACTION Final rule. 

SUMMARY: This rule modifies the re¬ 
quirement that the hea-ing concerning 
the proceedings to suspend or revoke the 


privilege of any agent to appear before 
SBA be held before an employee of SBA 
duly authorized by the Administrator to 
hear the matter. The rule will permit the 
Administrator to authorize, in addition 
to SBA employees, other qualified per¬ 
sons to conduct hearing! with respect to 
suspension or revocation proceedings 
Due to the increase In the number of 
these proceedings, this rule will augment 
the register of qualified persons available 
to the Agency and thus tend to expedite 
such proceedings. 

EFFECTIVE DATE: The amendments 
will become effective December 19. 1977 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Robert B. Webber, Office of Oeneral 

Counsel. Small Business Administra¬ 
tion. Washington. D.C. 20416. 202-653- 

6509. 

SUPPLEMENTARY INFORMATION: 
In view of the fact that the amendments 
relax existing regulatory restrictions and 
SBA’s determination that it would (1) 
serve no useful purpose to subject them 
to public participation and (2) be in 
furtherance of the public Interest If 
applied immediately, the amendments 
have been made effective as of the date 
of publication. 

Accordingly, pursuant to the authority 
contained in Section 5 of the Small Busi¬ 
ness Act. 15 U.S.C. 634. 104.7 and 104.8 

of Part 104. Chapter I. Title 13 of the 
Code of Federal Regulations are revised 
to read as follows: 

§ 101.7 Hearing. 

The hearing shall be informal. It shall 
be held before the Administrator or any 
person duly authorized by the Adminis¬ 
trator to hear the matter and shall be 
upon the charges and Respondent’s 
answer thereto. Respondent may. In ad¬ 
dition to filing a w'ritten answer, furnish 
affidavits or produce witnesses at the 
hearing In support of his answer. The 
Administrator or such duly authorized 
person may determine the time, place 
and manner In which Respondent shall 
be heard, the form In which evidence 
shall be received, and may adopt rules 
of procedure and modify same from time 
to time as the occasion requires for the 
orderly disposition of the charges. Writ¬ 
ten notice of the time and place of all 
hearings shall be given the Respondent 
In the manner provided in this part for 
the services of papers. No hearing shall 
be held without reasonable notice there¬ 
of to the Respondent. The Administrator 
or such duly authorized person may 
postpone or adjourn hearings when 
necessary or desirable, on notice to the 
parties. Following a hearing held before 
a duly authorized person, said person 
shall prepare proposed findings and con¬ 
clusions and present them to the Admin¬ 
istrator. 

§ 101.8 Decision. 

The Administrator shall base his de¬ 
cision upon the record and. if a hearing 
shall have been held before a person 
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designated by him, he shall give such 
weight os he shall deem appropriate to 
the recommended findings and conclu¬ 
sions of such person. The decision shall 
state the effective date of any action 
taken and be served upon the Respond¬ 
ent In the manner provided in 1104.2<a>. 

Dated: December 8, 1977. 

A. Vernon Weaver, 
Administrator. 

1TO Doc.77-36089 Filed 12-15-77:8:45 *tn| 


[ 4910-13 ] 

Title 14—Aeronautics and Space 

CHAPTER 1—FEDERAL AVIATION ADMIN- 
ISTRATION, DEPARTMENT OF TRANS 
PORTATION 

(Docket No. 17414. Amdt 30-30991 

PART 39—AIRWORTHINESS DIRECTIVES 

Hawker Siddeley Aviation, Ltd. 
DH/BH—125 Airplanes 

AOENCY: Federal Aviation Administra¬ 
tion < FAA >, DOT. 

ACTION: Final rule. 

SUMMARY: This amendment adopts a 
new* airworthiness directive (AD) which 
requires a check for security of the 
threaded insert and addition of a locking 
feature to the insert of the oxygen sup¬ 
ply valves on Hawker Siddeley Aviation. 
Ltd. DH/BH 125 airplanes. The AD is 
necessary to prevent a possible sudden 
release of the oxygen supply in the crew 
compartment which could result in a 
possible fire hazard. 

DATES: Effective January 3, 1978. Com¬ 
pliance schedule—As prescribed in the 
body of the AD. 

ADDRESSEES: The applicable service 
bulletin may be obtained from: Hawker 
Siddeley Aviation Incorporated. Suite 
206. Blake Building, 1025 Connecticut 
Avenue NW. # Washington. DC. 20036, 
telephone 202-223-9350. 

A copy of the service bulletin is con¬ 
tained in the rules docket for this 
amendment in Room 916. 800 Independ¬ 
ence Avenue SW.. Washington, D.C. 
20591. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

D. C Jacobsen, Chief. Aircraft Certifi¬ 
cation Staff, AEU-100. Europe. Africa, 
and Middle East Region, Federal Avia¬ 
tion Administration, c/o American 
Embassy. Brussels, Belgium, telephone 
513.38.30. 

SUPPLEMENTARY INFORMATION: 
The FAA has determined that a condi¬ 
tion exists on the oxygen supply valves 
of certain Hawker Siddeley Aviation, 
Ltd. DH/BH-125 airplanes which could 
cause a sudden release of the oxygen 
supply into the crew* compartment. The 
oxygen supply valves on these airplanes 
are identical to those used on another 
British airplane type on which a recent 
incident occurred wherein the unlocked 
threaded insert of the valve backed out 


of the gland bushing releasing the valve 
spindle assembly and the high pressure 
oxygen was discharged into the crew 
compartment. To correct this potentially 
hazardous condition, an airworthiness 
directive is being issued which requires 
a check to assure that the threaded In¬ 
sert is secure and the addition of locking 
provision to provide continued security. 

Since a situation exists that requires 
the immediate adoption of this regula¬ 
tion, it is found that notice and public 
procedure hereon are impracticable and 
good cause exists for making this 
amendment effective in less than 30 days. 

Drafting Information 

The principal authors of this docu¬ 
ment are F. J. K&rnowski, Europe. 
Africa, and Middle East Region. F. 
Kelley. Flight Standards Service, and P. 
Lynch. Office of the Chief Counsel. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
S 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new airworthi¬ 
ness directive: 

Hawk™ Sidokjty Aviation, Lymitxd: Applies 
to DH BH-125 airplane*. all series except 
600A and 70OA and excluding those-air- 
planes with Modification 252239 em¬ 
bodied which introduces the Walter 
Kidde supply valve. 

Compliance Is required as Indicated unless 
already accomplished. 

To ensure the retain men t of the threaded 
Insert and prevent possible sudden discharge 
of the high pressure oxygen supply Into the 
crew compartment, accomplish the following: 

(a) Within 10 hours time in service after 
the effective date of this AD. locate the 
oxygen master supply valve and passenger 
supply value, both P/N 8DV 826-1 and check 
to assure that threaded insert In the gland 
bushing is secure and spot lock the insert 
all in accordance with the Section entitled 
“Accomplishment Instructions’* of Hawker 
Ftddelev Aviation. Limited Alert Service Bul¬ 
letin 3&-A25. dated October 13. 1977. or an 
PAA-approved equivalent 

fb* Prior to Installation of anv oxygen 
supply valves from spares stock, unlaw al¬ 
ready accomplished, check, tighten, and look 
the Insert in accordance with narsrraoh (a) 
of this AD. 

This amendment becomes effective 
January 3. 1978. 

(Secs. 313(a), 601. 603. Federal Aviation Act 
of 1968, as amended (49 U8.0. 1354(a), 1421. 
and 1423): sec. 6(c). Department of Trans¬ 
portation Act (49 US C 1066(c)): 14 CTO 
11.89 ) 

Note— The Federal Aviation Administra¬ 
tion baa determined that this document does 
not contain a major proposal requiring prep¬ 
aration of an Economic Impact Statement 
under Executive Order 11821, aa amended by 
Executive Order 11949. and OMB Circular 
A-107. 

Issued in Washington, D.C, on Decem¬ 
ber 9.1977. 

J. A. Ferrarese. 

Acting Director. 

Flight Standards Service. 

| TO Doc.77-36831 Filed 12-18-77.8.45 amj 


[4910-13] 

(Docket No. 77-NW-29-AD. Amdt 39-3098J 

PART 39— AIRWORTHINESS DIRECTIVES 
Boeing 747 Series Airplanes 

AOENCY: Federal Aviation Administra¬ 
tion (FA A i. DOT. 

ACTION: Final rule. 

SUMMARY: This amendment requires 
an inspection of the two gates of each 
pressurization system outflow* valve as¬ 
sembly. and replacement if delaminaUon 
or cracks are found in any of the gate 
hinge bonds. Delaminated or cracked as¬ 
semblies may fail, causing rapid depres¬ 
surization of the aircraft in flight. This 
directive will be amended to require a 
modification to add mechanical fasteners 
to secure the gates to the outflow valve 
gate hinges. 

DATES: Effective date December 19, 
1977. Compliance Schedule: As pre¬ 
scribed in the body of the airworthiness 
directive. 

ADDRE8SE8: Federal Aviation Admin¬ 
istration, Engineering and Manufactur¬ 
ing Branch. Northwest Region, FAA 
Building. Boeing Field. 9010 East Margi¬ 
nal Way South. Seattle, Wash. 98108. 
Boeing Service Bulletins specifled in this 
directive may be obtained upon request 
to Boeing Commercial Airplane Com¬ 
pany. P.O. Box 3707. Seattle, Washington 
98124. Hamilton Standard Service Bul¬ 
letins specified in tills directive may be 
obtained upon request to Hamilton 
Standard Division, United Technologies, 
Bradley Field Rd.. Winsor Locks. Conn. 
06096. 

These documents may also be ex¬ 
amined at the Engineering and Manu¬ 
facturing Branch. FAA Northwest Re¬ 
gion. 9010 East Marginal Way South, 
Seattle, Wash. 98108. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Weston B. 81ifer, Systems and Equip¬ 
ment Section, ANW-213, Engineering 
and Manufacturing Branch. FAA 
Northwest Region. 9010 East Marginal 
Way South, Seattle. Wash. 98108, 206- 
767-2500. 

SUPPLEMENTARY INFORMATION: 
In November 1977. a B-747 airplane 
cruising at 31,000 feet suffered a rapid 
depressurization that resulted in a cabin 
pressure altitude of 19.000 feet. Subse¬ 
quent investigation revealed that a for¬ 
ward gate on one of the outflow* valves 
had a hinge-to-gate bond fail causing 
the failure of the opposite hinge lug on 
the gate. The investigation also indicates 
that the failed bond may have been de¬ 
fective. Failure of defective gate hinge 
bonds could result in the depressuriza¬ 
tion of other 747 airplanes. This rule was 
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coordinated with Boeing Commercial 
Airplane Company and the operators 
through the Air Transport Association 
<ATA> prior to Issuance. To prevent 
failures of this type and the resultant 
rapid depressurization, this directive will 
be amended to require a modification to 
add mechanical fasteners to secure the 
gates to the outflow valve gate hinges. 

Drafting Information 

The principal authors of this docu¬ 
ment are Weston B Siifer, Engineering 
and Manufacturing Branch, FAA North¬ 
west Region, and Jonathan Howe. Re¬ 
gional Counsel. FAA Northwest Region. 

Since a situation exists that requires 
Immediate adoption of this regulation, it 
is found that notice and public procedure 
hereon are impracticable and good cause 
exists for making this amendment effec¬ 
tive in less than thirty days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
g 39.13 of the Federal Aviation Regula¬ 
tions <14 CFR 39 13) Is amended by add¬ 
ing the following new Airworthiness 
Directive: 

Bor.i*rc: Applies to Model 747 Series airplanes 
certificated In all categories and 
equipped with pressurlaatton system 
outflow valve assemblies. Boeing P/N 
60B00025-3. -II. -12. and -17. 

Compliance required as Indicated. To pre¬ 
vent rapid loss of pressurization accomplish 
the following: 

A. Within 350 hours time In service after 
the effective date of this Airworthiness Di¬ 
rective. unless already accomplished. Inspect 
forward and aft gates of each outflow valve 
assembly in accordance with the instructions 
contained In Boeing Service Bulletin No. 747- 
212139 dated November 23. 1977, or later 
revision approved by the Chief Engineering 
and Manufacturing Branch. FAA Northwest 
Region. Oates found with delamlnatlon or 
cracks in the hlnge-to-gate bonds must be 
removed and replaced with a part free of 
delamination or cracks. Removed gates ihay 
be forwarded to Hamilton Standard for 
further evaluation, 

B Uron request of the operator, an FAA 
maintenance lnsoector. subject to prior ap¬ 
proval of the Chief, Engineering and Manu¬ 
facturing Branch. FAA Northwest Region, 
may adjust the inspection compliance time 
and/or modification compliance time speci¬ 
fied In this AD to permit compliance at an 
established Inspection period of the operator 
If the request contains substantiating data 
to justify the increase for that operator. 

The manufart tirer's specifications and pro¬ 
cedures identified and described In this di¬ 
rective are Incorporated herein and made a 
part hereof pursuant to UB-C. 5*2 1 aMIl. 
All persons affected by this directive who 
have not alreadv received these documents 
from the manufacturer, may obtain copies 
upon request to Boeing Commercial Airplane 
Company. PO Bos 3707. 8eattle. Washing¬ 
ton 98124, and Hamilton Standard Division, 
United Technologies. Bradley Field Road. 
Wlnsor Locks. Conn. 06096. The%e documents 
may also be examined at the Engineering and 
Manufacturing Branch. FAA Northwest Re¬ 
gion. 9010 East Marginal Way South. Seattle. 
Wash 98108. This amendment becomes ef¬ 
fective December 19.1077 

(Secs 313(a). 601. 603. Federal Aviation Act 
of 1958. as amended (49 UBC. 1354(a). 1421. 
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1423). sec. 6(o). Department of Transporta¬ 
tion Act (49 UB.C. 1656(c)): 14 CFR 1189 ) 

Note- —Tho Federal Aviation Administra¬ 
tion has determined that this document does 
not contain a major proposal requiring prep¬ 
aration of an Economic Impact Statement 
under Executive Order 11821. as amended by 
Executive Order 11949. and OMB Circular 
A-107. 

Issued in Beattie. Wash., on December 
8.1977. 

Not*.—T he Incorporation by reference pro¬ 
visions In the document were approved by the 
Director of the Federal Register on June 19, 
1967. 

C. B. Walk. Jr. 

Director. Northwest Region . 

(FR Doc.77-35832 Filed 12-16-77.C.45 am] 


[4910-13 ] 

(Docket No. 17412; Arndt. No. 1100) 

SUBCHAPTER F—AIR TRAFFIC AND GENERAL 
OPERATING RULES 

PART 97—STANDARD INSTRUMENT 
APPROACH PROCEDURES 

Miscellaneous Amendments 

AGENCY: Federal Aviation Administra¬ 
tion (FAA). DOT. 

ACTION: Final rule. 

SUMMARY: This amendment estab¬ 
lishes. amends, suspends, or revokes 
Standard Instrument Approach Pro¬ 
cedures <8IAPs> for operations at cer¬ 
tain airports. These regulatory actions 
are needed because of the adoption of 
new or revised criteria, or because of 
changes occurring In the National Air¬ 
space System, such as the commission¬ 
ing of new navigational facilities, addi¬ 
tion of new obstacles, or changes in air 
traffic requirements. These changes are 
designed to provide safe and efficient 
use of the navigable airspace and to 
promote safe flight operations under 
instrument flight rules at the affected 
airports. 

DATES: An effective date for each SIAP 
is specified in the amendatory provisions. 

ADDRESSES: Availability of matters 
incorporated by reference in the amend¬ 
ment is as follows: 

For Examination 

1. FAA Rules Docket. FAA Headquar¬ 
ters Building. 800 Independence Avenue 
SW.. Washington. D C. 20591; 

2. The FAA Regional Office of the re¬ 
gion in which the affected airport is lo¬ 
cated: or 

3. The Flight Inspection Field Office 
which originated the SIAP. 

For Purchase 

Individual SIAP copies may be ob¬ 
tained from: 

1. FAA Public Information Center 
i APA-430). FAA Headquarters Build¬ 
ing, 800 Independence Avenue SW.. 
Washington. D C. 20591: or 

2. The FAA Regional Office of the re¬ 

gion in which the affected airport is lo¬ 
cated. - 


By Subscription 

Copies of all SIAPs, mailed once every 
2 weeks, may be ordered from Super¬ 
intendent of Documents. U.S. Govern¬ 
ment Printing Office. Washington, D.C. 
20402. The annual subscription price Is 
$135.00. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

William L. Bersch, Flight Procedures 
and Airspace Branch <AFS~730>. Air¬ 
craft Programs Division, Flight 
Standards Service. Federal Aviation 
Administration. 800 Independence 
Avenue SW.. Washington. D.C. 20591; 
telephone: 202-426-8277. 

SUPPLEMENTARY INFORMATION. 
This amendment to Part 97 of the Fed¬ 
eral Aviation Regulations (14 CFR Part 
97) prescribes new. amended, suspended, 
or revoked Standard Instrument Ap¬ 
proach Procedures fSIAPs). The com¬ 
plete regulatory description of each 
SIAP is contained in official FAA form 
documents which are incorporated by 
reference in tills amendment under 5 
U S.C. 552(a), 1 CFR Part 51, and I 97 20 
of the Federal Aviation Regulations 
<FARs). The applicable FAA forms are 
identified as FAA Forms 8260-3. 8260-4 
and 8260-5. Materials incorporated by 
reference are available for examination 
or ourchase as stated above. 

The large number of SIAPs. their com¬ 
plex nature, and the need for a special 
format make their verbatim publication 
in the Federal Register expensive and 
impractical. Further, airmen do not use 
the regulatory text of the SIAPs but 
refer to their graphic depiction on charts 
printed bv publishers of aeronautical ma¬ 
terials. Thus, the advantages of incorpo¬ 
ration by reference are realized and pub¬ 
lication of the comoiete description of 
each SIAP contained In FAA form docu¬ 
ment is unnecessary. The provisions of 
this amendment state the affected CFR 
(and FAR) sections, with the types and 
effective dates of the SIAPs. This amend¬ 
ment also Identifies the airport. Its loca¬ 
tion. the procedure identification and the 
amendment number. 

This amendment to Part 97 Ls effec¬ 
tive on the date of publication and con¬ 
tains separate SIAPs which have compli¬ 
ance dates stated as effective dates based 
on related changes in the National Air¬ 
space 8ystem or the application of new 
or revised criteria. Some SIAP amend¬ 
ments may have been previously Issued 
by the FAA in a National Flight Data 
Center (FDC> Notice to Airmen 
(NOTAM) as an emergency action of 
Immediate flight safety relating directly 
to published aeronautical charts. The cir¬ 
cumstances which created the need for 
some SIAP amendments may require 
making them effective In less than 30 
days. For the remaining SIAPs, an ef¬ 
fective date at least 30 days after pub¬ 
lication Is provided. 

Further, the SIAPs contained in this 
amendment are based on the criteria 
contained In the U S. Standard for Ter¬ 
minal Instrument Approach Procedures 
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<TERPm. In developing these SIAPs. 
the TERPs criteria were applied to the 
conditions existing or anticipated at the 
affected airports. Because of the close and 
immediate relationship between these 
SIAPs and safety In air commerce. I 
find that notice and public procedure 
before adopting these SIAPs is unneces¬ 
sary. impracticable, or contrary to the 
public Interest and. where applicable, 
that good cause exists for making some 
SIAPs effective in less than 30 days. 

The principal authors of this docu¬ 
ment are Rudolph L. Fioreitl. Flight 
Standards Service, and Richard W. Dan- 
forth. Office of the Chiel Counsel. 

Adoption or the amendment 

Accordingly, pursuant to the author¬ 
ity delegated to me. Part 07 of the Fed¬ 
eral Aviation Regulations (14 CFR Part 
97 1 is amended by establishing, amend¬ 
ing. suspending, or revoking Standard 
Instrument Approach Procedures, effec¬ 
tive on the dates specified, as follows; 

1. By amending $97.23 VOR-VOR/ 
DME SIAPs identified as follows; 

• • • effective February 23. 1978: 

Anderson. IN—Anderson Municipal. VOR-A. 
Arndt 4. 

New Hudson. MI—Oakland Bomhweat. VOR 
A. A nidi. 2. 

• • • effective February 9. 1978: 

Dothiui, AL—WheeUcsa. VOR-B. Arndt 3 
Ozark. AL—Blackwell Field, VOB Rwy 30, 
Amdt. 4 

Ft Myers. FL—Page Field. VOR Rwy 23, 
Amdt. 3. 

Kissimmee. FL—KUwstmmee Municipal. VOR 
DME A. Amdt 2 

Champaign-Urban*. IL— University of Illi¬ 
nois-Willard. VOR Rwy 31, Amdt 9 
New Orleans. LA>—Lakefront. VOR DME Rwy 
36. Amdt 1. 

Park Rapids. MN—Park Rapids Municipal. 
VOR Rwy 13. Amdt 2 

Park Rapids. MN—Park Rapid* Municipal, 
VOR Rwy 31. Amdt 7. 

Fulton. MO—Fulton Municipal, VOR-A. 
Original. 

Fulton, MO—Fulton Municipal. VOR DME A 
(TAC). Original, cancelled 
Findlay. OH—Findlay. VOR Rwy 36. Amdt. 2 
Chesterfield. VA—Chesterfield County. VOR 
Rwy 15. Amdt. 3 

Pulaski WI—Carter. VOR-A. Amdt I. 

• • • effective January 26. 1978: 

Ft Lauderdale. FL—Ft Lauderdale-Hollywood 
Int'l VOR Rwy 9L. Amdt. 16. 

Ft Lauderdale. FL—Ft Lauderdale-Hollywood 
Inti. VOR Rwy 13. Amdt. 13. 

Ft Lauderdale, FL— Ft Lauderdale-Hollywood 
Inf!. VOR Rwy 27R. Amdt. 8 
Pompano Beach, FL—Pompano Beach Air¬ 
park. VOR Rwy 14. Amdt 6 
Oarden City. KB—Garden City Muni., VOR 
Rwy 35. Amdt. 5 

Nashua. NH —BoIre Field, VOR A. Amdt 8 
Johnson City. TX—Johnson City. VOR-B. 
Original. 

Kenedy. TX—Karnes County, VOR DME A, 
Amdt. 8. 

New' Braun feu. TX—New Braunfels Munici¬ 
pal. VOR DME A. Amdt. 2 
San Antonio, TX—Stinson Municipal. VOR 
Rw r y 32. Amdt 9 

San Antonio. TX—Ban Antonio Interna¬ 
tional. VOR A. Amdt 1. 


Texarkana, AR—Texarkana Municipal Webb 
Field. VOR Rwy 13. Amdt. 11. 

• • • effective December 29. 1977: 

Topeka. KS—Philip BUlard Muni.. VOR Rwy 

22. Amdt 15. 

• • • effective December 2.1977; 

Neptune, NJ—Asbury Park Neptune. VOR- 
A. Amdt. 6. cancelled 

• * • effective November 29. 1977: 

Troy. AL—Troy Muni.. VOR-A, Amdt 2 

• • • effective November 28. 1977; 

Lone Rock. WI—Trt-County. VOR-A, Amdt. 

2. 

• • effective November 23. 1977: 
Which os ter. IN—Randolph County. VOR-A, 
Amdt 1 

2 By amending $ 97.25 6DF-LOC- 
LDA SIAPs Identified as follows 

• • • effective February 23. 1978: 

Andetwon. IN—Anderson Municipal, LOC 
Rwy 30. Amdt 1. 

Anderson. IN—Anderson Municipal, LOC 
(BC) Rwy 12. Original. 

• • • effective February 1 9, 1978: 

Alma. MI—Oratiot Community. SDF BC 
Rwy 27. Original, cancelled 

• • • effective January' 26.1978: 

Texarkana. AR—Texarkana Municipal Webb 
Field. LOC DME BC Rwy 4. Amdt 5 
Bismarck. ND—Bismarck Municipal. LOC/ 
DMK<BCk Rwy 13, Amdt 3 

• • • effective December 29. 1977: 

Topeka. KS—Philip BUlard Muni.. LOC BC 
Rwy 31. Amdt. 15. 

3. By amending 1 97.27 NDB ADF 
SIAPs identified as follows: 

• • • effective February 23. 1978: 

Anderson. IN—Anderson Municipal. NDB 
Rwy 30. Amdt. 1. 

• • • effective February 9, 1978: 

Colorado Springs. CO—City of Colorado 
Springs Muni.. NDB Rwy 36. Arndt 21. 
Deland. KL—Deland Munl-Sidney H. Taylor 
Field. NDB Rwy 23. Amdt 4 
Kissimmee, FL—Kissimmee Municipal. NDB 
Rwy 15, Amdt. 4. 

Sanford. FL—Sanford. NDB Rwy 9, Amdt. 6. 
Titusville, FL—Titusville-Cocoa. NDB Rwy 
18, Amdt. 6 

Charleston. SC—Charleston AFB MUNL 

NDB Rwy 15. Amdt 15. 

• • ’ effective January 26. 1978: 

Texarkana. AR Texarkana Municipal Webb 
Field. NDB Ray 22. Amdt 5 
Ft. Lauderdale. FL—Ft. Lauderdale Execu¬ 
tive. NDB Rwy 8. Amdt 2 
Ft. LAUderdale. FL—Ft Lauderdale-Holly¬ 
wood InCl. NDB Rwy 13. Amdt 12 
Naahua. NH—Boire Field. NDB A, Amdt 7, 
cancelled. 

Nashua. NH—Boire Field. NDB B, Amdt 8 
Bismarck. ND—Bismirrk Municipal. NDB 
Rwy 31. Amdt 25 

Reading. PA—Reading Municipal General 
Carl A. Spaatz Field. NOB Rwy 36. Amdt 
17. 

Austin, TX—Robert Mueller Municipal. NDB 
Rwy 30L. Amdt 27, 

Krrrvllle. TX—Kerrvllle Municipal Louis 
Schreiner Field. NDB A. Amdt 3 
Marble Falls. TX Horseshoe Bay. NDB Rwy 


17. Amdt. 2 

New BraunfeU, TX—New Braunfels Muni¬ 
cipal. NDB Rwy 22. Amdt I 
Pleasanton. TX—Pleasanton Municipal. 
NDB-A. Amdt 2 

8an Antonio. TX—San Antonio Interna¬ 
tional. NDB Rwy 3R. Amdt 33 
San Antonio. TX—Ban Antonio Interna¬ 
tional, NDB Rwy 12R. Amdt 17 
San Marcos, TX—San Marcos Municipal. 
NDB Rwy 30. Amdt 1 

• • • effective December 29. 1977: 

Topeka. KS—PhlUp BUlard Muni., NDB Rwy 
13. Amdt 25 

• • • effective December 1. 1977; 

lilamna. AK—Iliamna, NDB Rwy 35. Amdt. 1 

4. By amending $ 97.29 ILS-ML6 
SIAP* identified as follows: 

• • • effective February’9. 1978: 

Titusville. FL—TitnavUle-Cocoa. XL8 Rwy 
36. Amdt. 3 

New Orleans. LA—Lakefront. ILS Rwy 18. 
Amdt 3. 

Charleston. SC—Charleston AFB MUNI, ILS 
Rwy 15. Amdt. 16. 

• • • effective January 26. 1978: 

Texarkana AR—Texarkana Municipal/Webb 
Field, ILS Rwy 22. Amdt 7 
Ft. Lauderdale. FL—Ft Lauderdale-Holly¬ 
wood Int'l. ILS Rwy 9L, Amdt 8 
Bismarck. ND—Bismarck Municipal, ILS 
Rwy 31. Amdt. 26 

Reading. PA—Reading Municipal, General 
Carl A. Spa.-u/ Field. ILS Rwy 36, Amdt 22 
San Antonio. TX—San Antonio International. 
ILS Rwy 3R. Amdt 10. 

San Antonio. TX—San Antonio International. 
ILS Rwy 12R, Amdt. 9. 

• • • effective January 12, 1978: 

Bo*ton, MA—General Edward Lawrence Lo¬ 
gan Inn. ILS Rwy 22L. Original 

• * • effective December 29. 1977: 

Topeka. KS—Philip BUlard Muni., ILS Rwy 
13. Amdt 26 

5 By amending $ 97.31 RADAR SIAPs 
identified os follows: 

• • • effective February 9. 1978: 

Colorado Springs OO—City of Colorado 
Springs Muni. RADAR-1. Amdt 14 
Evatutvllle. IN—Evansville Drena Regional. 
RADAR-1, Amdt. 2 

• • • effective January 26. 1978: 

Monroe. LA—Monroe MunicIpat RADAR-1. 
Original 

6. By amending | 97.33 RNAV SIAPs 
identified ax follows: 

• • * effective January 26. 1978: 
West Palm Beach. FL—Palm Beach Inter¬ 
national. RNAV Rwv 13. Amdt 3 

Oarden City. KS—Garden City 31 uni RNAV 
Rwy 35. Amdt 1. 

San Antonio. TX—8an Antonio Interna¬ 
tional. RNAV Rwy 30L Amdt 6. 

• • • effective December 29. 1977 

Topeka. KS— PhUip BUlarU Muni, RNAV 
Rwy 17. Amdt 3 

• • • effective November 28. 1977 

Lone Rock. WI—Trt-County. RNAV Ray 
27. Amdt 2 
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<Sec<. 30?. 313(a). 601. 1110, Federal Aviation 
Act of 1958 (49 U-S.C. 1348. 1354(a). 1421, 
and 1510): sec. 6(c). Department of Trans¬ 
portation Act (49 U.8.C. 1655(c)): Delega¬ 
tion: 25 FR 6489 and Paragraph 802 of Order 
PSP 1100.1, as amended March 9. 1973.) 

None—The Federal Aviation Administra¬ 
tion has determined that this document 
does not contain a major proposal requiring 
preparation of an Economic Impact State¬ 
ment under Executive Order 11821. as 
amended by Executive Order 11049. and OMB 
Circular A-107. 

Issued in Washington. D.C.. on De¬ 
cember 9,1977. 

James M. Vines. 

Chief . Aircraft Programs Division . 

Note —The incorporation by refer¬ 
ence in the preceding document was ap¬ 
proved by the Director of the Federal 
Register on May 12.1969. 

(FR Doc 77-35836 Piled 12-16-77:8:45 ami 


[6750-01 ] 

Title 16—Commercial Practices 

CHAPTER I—FEDERAL TRADE 
COMMISSION 

(Docket No. C-29131 

PART 13—PROHIBITED TRADE PRAC¬ 
TICES. AND AFFIRMATIVE CORRECTIVE 
ACTIONS 

Shop-Rrte Foods. Inc. 

AGENCY: Federal Trade Commission. 
ACTION: Order to cease and deaist. 

SUMMARY: In settlement of alleged 
violations of federal law prohibiting un¬ 
fair acts and practices and unfair meth¬ 
ods of competition, this consent order, 
among other things, requires a Grand 
Prairie, Tex. retail food store chain, to 
make each of its advertised items 
readily available for sale to customers 
in its stores, to have advertised items 
correctly priced, and to sell those Items 
at or below the advertised price. Further, 
the firm must post copies of advertise¬ 
ments and notices of the availability of 
"ralnchecks" for unavailable items. 

DATES: Complaint and order issued No¬ 
vember 11, 1977.* 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Carl L. Swanson. Jr., Director. Dallas 
Regional Office, Federal Trade Com¬ 
mission. 2001 Bryan 8t., Suite 2665, 
Dallas. Tex. 75201. 214-749-3056. 

SUPPIEMENTARY INFORMATION: 
On Wednesday. May 11, 1977, there was 
published in the Federal Register (42 
FR 23846) a proposed consent agreement 
with analysts In the Matter of Shop-Rite 
Foods. Inc., a corporation, for the pur¬ 
pose of soliciting public comment. Inter¬ 
ested parties were given sixty (60) days 
in which to submit comments, sugges¬ 
tions. or objections regarding the pro¬ 
posed form of order. 


1 Copies of the Complaint, and the Deci¬ 
sion and Order, filed with the original doc¬ 
ument. 


Comments were filed and considered 
by the Commission. 

The Commission has ordered the issu¬ 
ance of the complaint in the form con¬ 
templated by the agreement, made its 
jurisdictional findings and entered its 
order to cease and desist, as set forth in 
the proposed consent agreement, in dis¬ 
position of this proceeding. 

The prohibited trade practices and/or 
corrective actions, as codified under 16 
CFR Part 13. are as follows: 

Subpart—Advertising Falsely or Mis¬ 
leadingly: 5 13.10 Advertising falsely T>r 
misleadingly: 13.10-1 Availability of mer¬ 
chandise and/or facilities; $ 13.125 Lim¬ 
ited offers or supply; $ 13.180 Quantity; 
13 180-30 In stock; $ 13.205 Scientific or 
other relevant facts. Subpart—Corrective 
Actions and/or Requirements: 5 13.533 
Corrective actions and/or requirements; 
13.533-20 Disclosures; 13.533-25 Displays. 
In-house; 13.533-45 Maintain records. 
Subpart—Disseminating Advertisements, 
etc.; 5 13.1043 Disseminating advertise¬ 
ments, etc. Subpart—Misrepresenting 
Oneself and Goods—Goods: 5 13.1572 
Availability of advertised merchandise 
and or facilities; 5 13.1720 Quantity; 

5 13.1740 Scientific or other relevant 
facts. Subpart—Neglecting, Unfairly or 
Deceptively, to Make Material Dis¬ 
closure: 5 13.1895 Scientific or other rele¬ 
vant facts. Subpart—Offering Unfair, 
Improper and Deceptive Inducements to 
Purchase or Deal: 5 13 2013 Offers de¬ 
ceptively made and evaded; 5 13.2063 
Scientific or other relevant facts. 

(Sec fl. 38 Stat. 721 (16 UjS.C. 46). Interprets 
or applies see. 5. 38 8Ut. 719, os amended 
(15UJ8.C. 45).) 

Carol M. Thomas, 
Secretary . 

|FR Doc.77-36097 Piled 12-16-77:8:45 am) 
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Title 26—Internal Revenue 

CHAPTER I—INTERNAL REVENUE SERV¬ 
ICE, DEPARTMENT OF THE TREASURY 

SUBCHANTER A—INCOME TAX 

(TD. 7523J 

PART 1—INCOME TAX; TAXABLE YEARS 
BEGINNING AFTER DECEMBER 31. 1953 

Treatment of Advanced Royalties Paid or 
Accrued in Connection With Mineral 
Property 

AGENCY: Internal Revenue Service. 
Treasury. 

ACTION; Final regulations. 

SUMMARY: This document provides 
final regulations which modify the treat¬ 
ment of advanced royalties paid or ac¬ 
crued in connection with mineral prop¬ 
erty. These regulations limit the circum¬ 
stances under which a payor may elect 
to deduct advanced royalties in the year 
in which the advanced royalties arc paid 
or accrued. 

DATE: The regulations generally apply 
to advanced royalties which arc paid or 
accrued In connection with mineral 
property on or after October 29. 1976. 


See the adoption clause for certain ex¬ 
ceptions. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Walter H. Woo of the Legislation and 
Regulations Division, Office of the 
Chief Counsel. Internal Revenue Serv¬ 
ice, 1111 Constitution Avenue NW„ 
Washington, D.C. 20224 < Attention: 
CC:LR:T>. 202-566-6618. 

SUPPLEMENTAL INFORMATION: 

Background 

On November 2, 1976, The Federal 
Register published proposed amend¬ 
ments to the Income Tax Regulations 
<26 CFR Part 1) under section 612 of 
the Internal Revenue Code of 1954 (41 
FR 48133). The amendments were pro¬ 
posed in order to modify the treatment 
of advanced royalties referred to in 
5 1.612-3<b> paid or accrued in con¬ 
nection with mineral property. After 
consideration of all comments regard¬ 
ing the proposed amendments, this 
Treasury decision is adopted. 

In General 

The amendment modifies 51.612-3<b) 
to limit the circumstances under which 
a payor may elect to deduct advanced 
royalties in the year in which the ad¬ 
vanced royalties are paid or accrued. 
The amendment provides as a general 
rule that the payor shall treat the ad¬ 
vanced royalties paid or accrued in con¬ 
nection with mineral property as deduc¬ 
tions from gross Income for the year the 
mineral product is sold. However, in the 
case of advanced royalties paid or ac¬ 
crued in connection with mineral prop¬ 
erty as a result of a minimum royalty 
provision, the payor, at his option, may 
treat the advanced royalties as deduc¬ 
tions from gross income for the year the 
minimum royalties are paid or accrued. 

The rule of the proposed regulation 
that allowed advanced royalties to be 
deducted in the year the mineral product 
is sold Is clarified by the addition of a 
sentence providing that, in the case of 
mineral sold before production, the min¬ 
eral produ't is considered to be sold 
when the mineral is produced (i.e.. when 
a mineral product first exists). 

Minimum Royalty Provision 

The definition of a minimum royalty 
provision (which entitles the taxpayer to 
make the election provided) is clarified 
and expanded to require that a substan¬ 
tially uniform amount of royalties be 
paid at least annually either over the life 
of the lease or for a period of at least 20 
years, in the absence of mineral produc¬ 
tion requiring pavment of aggregate 
royalties in a greater amount. For pur¬ 
poses of determining whether a provi¬ 
sion In a renewable lease qualifies, the 
regulation provides that the period for 
which it can be renewed or extended shall 
be treated as part of the original lease. 

Addition or Cross-References 

The regulation as proposed has been 
further modified to provide that I 1612-3 
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(b) <3> does not allow as deduction* from 
cross income amounts disallowed as de 
ductlons under other provisions of the 
Internal Revenue Code, such as section 
461 (relating to general rule for taxable 
year of deductions section 465 'relating 
to deductions limited to amount at risk 
in case of certain a UviUesi, or section 
704<d» (relating to limitation on allow¬ 
ance to partners of partnership losses • 

Adoption of AMr.NDMr.NT to the 
Regulations 

In order to modify the treatment of 
advanced royalties paid or accrued In 
connection with mineral property* 4 1- 
612-3 of the Income Tax Regulations (26 
CFR Part 1) is amended by revising 
paragraph <toM3>, effective with respect 
to advanced royalties which are paid or 
accrued in connection with mineral prop¬ 
erty on or after October 29. 1976 (the 
date of News Release IR-1687 announc¬ 
ing the proposed amendment *. However v 
the amendment will not apply if prior 
to O tober 29. 1976 (i> the payment of 
the advanced royalties was required pur¬ 
suant to a mineral lease which was bind¬ 
ing upon the party who in fact pays or 
accrues such royalties, or (ID the pay¬ 
ment of the advanced royalties was re- 
oulred by reason of a written contract 
which bound the party who in fact pays 
or accrues such royalties to execute a 
lease requiring the payment of the ad¬ 
vanced royalties. For purposes of clause 
01) of the preceding senten e. the party 
must establish, to the satisfaction of the 
Secretary or his delegate, that under all 
the facts and circumstances the con¬ 
tractual obligation to pay the advanced 
royalties was binding upon him prior to 
that date. In addition, a contract will 
in no event be considered to be binding 
upon the party if the obligations Imposed 
on the party prior to October 29. 1976, 
were not substantial or were illusory. 

In the case of advanced royalties paid 
or accrued by a partnership the “party" 
who. under the preceding paragraph, 
must be obligated prior to October 29. 
1976. w’lth respect to the payment of the 
advanced royalties Is the partner, not the 
partnership. For purposes of the preced¬ 
ing sentence a partner is considered ob¬ 
ligated prior to October 29. 1976 if the 
partnership was obligated immediately 
prior to that date and then only to the 
extent of the partner’s distributive share 
of the partnership’s liability for such 
payment immediately prior to that date 
Of course, the determination of the 
amount of a partner’s distributive share 
of deductions attributable to advanced 
royalties is subject to partnership prin¬ 
ciples and relevant provisions of the In¬ 
ternal Revenue Code of 1954. 

As so amended i>aragraph (bx3> of 
« 1 612-3 reads as follows: 

$ I .f* I 2— 3 Orplf tinn ; trrjitmrnl of Itonu* 
■ rid »<R«nrc«l royally. 

• • • • 

(b) Seif nerd rayattie* • • • 

(3> Tbe payor ahall treat the Advanced 
rt»yaitle'. paid or accrued in connection with 
mineral properly an deductions from grow* 
Income for the year the mineral product. In 
respect of which the advanced royaJliea were 


RULES ANO REGULATIONS 

paid or accrued. Is sold For purposes of the 
preceding sentence. In the case of mineral 
M>id before production the mineral product 
is considered to be hold when the mineral 
is produced <le«, when a mineral product 
ftnl exists). However, in the case of ad¬ 
vanced mineral royalties paid or accrued in 
connection with mineral property as a re¬ 
cti It of a minimum royalty provision, the 
payor, at his option, may Instead treat the 
advanced royalties as deduction* from grow 
income for the year in which the advanced 
royal tie* are paid or accrued See section 
44(5 i relating to general rule for method* of 
icrounttng) and the regulation* thereunder 
For purposes of this paragraph, a minimum 
royalty provision requires that a aubttan- 
tialljr uniform amount of royalties be paid 
at least annually either over the life of the 
lease or for a period of at least 20 year-, 
in the absence of mineral production re¬ 
quiring payment of aggregate royalties in a 
greater amount. For purposes of the preced¬ 
ing sentence. In the case of a lease which 
U subject to renewal or extension, the period 
for which it can be renewed or extended 
shall be treated as part of the term of the 
original lease For apeclal rules applicable 
when the payor is a sublessor of coal or 
domestic Iron ore. see paragraph (b)(3) of 
» 1 631-3 Kvery taxpayer who pay» or ac¬ 
crues advanced royalties resulting from a 
minimum royalty provision must make an 
election as to the treatment of all such ad¬ 
vanced royalties In hU return for the first 
taxable year ending after December 31. 1939 
in which the advanced royalties are paid or 
accrued The taxpayers treatment of the ad¬ 
vanced royalties for the first year shall be 
deemed to be the exercise of the election 
Accordingly, a failure to deduct the advanced 
royalties for that year will constitute an 
election to have all the advanced royalties 
treated as deductions for the year of the 
sale of the mineral product in respect of 
which the advanced royalties are paid or ac¬ 
crued See section 7607(b) (2). For additional 
rules relating to elections in the case of 
partner* and partnerships, see section 703 
4b) and the regulations thereunder The 
provisions of this subparagraph do not 
allow os deductions from gross Income 
’ amounts disallowed as deductions under 
other provisions of the Code, such as sec¬ 
tion 46! (relating to general rule for taxable 
year of deduction), section 465 (relating to 
deductions limited to amount at risk in case 
of certain activities), or section 704(d) 
(relating to limitation on allowance to part¬ 
ners of partnemhlp loosen). 

• • • • • 

(Sec 7805. Internal Revenue Code of 1954 
(68A Stat 917. (26 U8.C, 7805) l ) 

0(1 (ion shrdlu xhrdiu etaoin shrdlu shrdlu 

William E. Williams. 

Acting Commissioner 
of Internal Revenue 

Approved: December 6. 1977. 

Donald C. Lvbick. 

Acting Assistant Secretary of 
the Treasury. 

$ 1.612—3 Depletion; trenltnrnl of bonu« 
and advanrrd royally, 

• • • • • 

<b* Advanced royalties. • • • 

• 3* The payor shall treat the advanced 
royalties paid or accrued in connection 
with mineral property as deductions from 
gross income for the year the mineral 
product, in respect of which the advanced 
royalties were paid or accrued. Is sold 
For purposes of the preceding sentence, 
in the case of mineral sold before produc¬ 


ts tl 

tion the mineral product is considered to 
be sold when the mineral is produced 
< i.e. when a mineral product first exists) 
However, in the case of advanced mineral 
royalties paid or accrued in connection 
with mineral property os a result of a 
minimum royalty provision, the payor, at 
his option, may instead treat the 
advanced royalties as deductions from 
gross income for the year in which the 
advanced royalties are paid or accrued 
See section 446 (relating to general rule 
for methods of accounting) and the 
regulations thereunder. For purposes of 
this paragraph, a minimum royalty pro¬ 
vision requires that a substantially uni¬ 
form amount of royalties be paid at 
least annually either over the life of 
the lease or for a period of at least 20 
years, in the absence of mineral produc¬ 
tion requiring payment of aggregate 
royalties In a greater amount. For pur¬ 
poses of the preceding sentence, in the 
case of a lease which is subject to renewal 
or extension, the period for which it can 
be renewed or extended shall be treated 
as part of the term of the original lease 
For special rules applicable when the 
payor Is a sublessor of coal or domestic 
iron ore, see paragraph (b)(3) of 
I 1.631-3. Every taxpayer who pays or 
accrues advanced royalties resulting from 
a minimum royalty provision must make 
an election as to the treatment of all such 
advanced royalties In his return for the 
first taxable year ending after Decem¬ 
ber 31. 1939, in which the advanced royal¬ 
ties are paid or accrued The taxpayer’s 
treatment of the advanced royalties for 
the first year shall be deemed to be the 
exercise of the election. Accordingly, a 
failure to deduct the advanced royalties 
for that vear will constitute an election 
to have all the advanced royalties treated 
as deductions for the year of the sale of 
the mineral product in respect of which 
the advanced royalties are paid or 
accrued. See section 7807(b)(2). For 
additional rules relating U> elections in 
the case of partners and parter*hips. see 
section 703(b) and the regulations there¬ 
under. The provisions of thLs subpara¬ 
graph do not allow as deductions from 
gross income amounts disallowed as 
deductions under other provisions of the 
Code, such as section 461 (relating to 
general rule for taxable year of deduc¬ 
tion). section 465 (relating to deduc¬ 
tions limited to amount at risk in case 
of certain activities), or section 704(d) 
(relating to limitation on allowance to 
partners of partnership losses). 

• • • • • 

(PR Doc.77-36062 Filed 12-14-77:10:56 am| 
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Title 33—Navigation and Navigable Waters 

CHAPTER I—COAST GUARD. 
DEPARTMENT Of TRANSPORTATION 

|COD 74-281| 

PART 128—REGULATED NAVIGATION 
AREAS 

Apra Outer Harbor , Guam; Amendment 

AGENCY Coast Guard. DOT, 

ACTION Final Rule. 
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SUMMARY: The Coast Guard Is revising 
the Regulated Navigation Area regula¬ 
tion for Apra Outer Harbor. Guam* This 
amendment requires outbound vessels to 
wait for inbound vessels to clear the en¬ 
trance before transiting the Apra Outer 
Harbor Entrance, removes the exemp¬ 
tion for public vessels except for the re¬ 
quirement for vessels with explosives on 
board to obtain permission to enter Apra 
Harbor, and changes the regulatory au¬ 
thority from the Magnuson Act to the 
Ports and Waterways Safety Act of 1972. 
Presently the existing situation at Apra 
Harbor is potentially hazardous as ves¬ 
sels must wait outside the Harbor, having 
to fight the adverse current. These 
amendments are intended to make ves¬ 
sel operations at Apra Harbor safer. 

EFFECTIVE DATE: This amendment is 
effective on January 18. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Captain George K. Greiner. Marine 

Safety Council (G-CMC 81), Room 

8117, Department of Transportation, 

Nassif Building. <400 Seventh Street. 

SW.. Washington, D.C. 20590. 202-426- 

1477. 

SUPPLEMENTARY INFORMATION: 
On May 19. 1976. the Coast Guard pub¬ 
lished a proposed rule Ml FR 20173) 
concerning these amendments. Interested 
persons were given until June 16. 1976, 
to submit comments on the proposal. One 
comment was received from the US. 
Navy. 

Drafting Information 

The principal persons involved In 
drafting this rule are: Mr. D. W. Zieg- 
fcld. Project Manager. Office of Marine 
Environment and Systems, and Mr. S. D. 
Jackson. Project Attorney. Office of the 
Chief Counsel. 

Discussion of Major Comments 

The U.8. Navy requested that the ex¬ 
emption for public vessels of the United 
States contained in * 128 1401 (b> (1) not 
be removed as was proposed in the notice. 

This section requires vessels carrying 
over 25 tons of high explosives, other 
than public vessels, to obtain permission 
to enter Apra Harbor. 

The purpose of the requirement to 
obtain permission to enter, is to alert 
the Captain of the Port to circumstances 
which could pose an unusual risk to the 
safety of the harbor. 

Major Naval vessels generally carry 
over 25 tons of explosives and are fitted 
with permanent magazines for this pur¬ 
pose; therefore, these vessels do not pre¬ 
sent the degree of risk entailed by com¬ 
mercial vessels which occasionally carry 
explosives as cargo. This section, without 
the exemption, would require Naval ves¬ 
sels to routinely obtain permission to 
enter Apra Harbor. Imposing this burden 
on Naval vessels is unnecessary and is 
not in the public interest. Therefore, the 
exemption for public vessels will remain 
in the rules. 


RULES AND REGULATIONS 

In consideration of the foregoing. Part 
128 of Title 33 of the Codcof Federal Reg¬ 
ulations is amended as follows: 

§ 128.301 [ Amended ] 

1. By deleting the authority citation 
immediately following 4 128 301. 

2. By amending • 128.1401 as set forth 
below and by deleting the authority cita¬ 
tion. 

§ 128,1401 Aprn Outer Harbor, Guam. 

• • • • • 

<b) Regulations. • • • 

(2) Except for vessels not more than 
65 feet in length, tow boats or tugs with¬ 
out tows, no vessel may pass another ves¬ 
sel in the vicinity of the Outer Harbor 
Entrance. 

(3) Vessels over 100 gross tons shall: 
<i) Steady on the entrance range at 

least 2 miles west of the entrance when 
approaching Apra Outer Harbor and; 
<ii> lReserved 1 

fill) Steady on the range when depart¬ 
ing Apra Outer Harbor. 

• • • • • 

<6) No vessel may leave Apra Outer 
Harbor until any inbound vessel over 65 
feet in length has cleared the Outer Har¬ 
bor Entrance. 

(Seal 101. 104. Pub L. 92-340. 86 8t*t. 424. 
427; (33 U.8.C. 1221. 1224); 49 CFR 1.48(0) 
(4).) 

Note.— The Coast Guard has determined 
that this document does not contain a major 
proposal requiring preparation of an Eco¬ 
nomic Impact Statement under Executive 
Order 11621 as amended, and OMB Circular 
A-107. 

Dated: Decembers, 1977. 

O. W. Siler. 
Admiral . U£. Coast 
Guard Commandant. 

(FR Doc.77-38151 Filed 12-18-77.8:45 ami 
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Title 41—Public Contracts and Property 
Management 

CHAPTER 101—FEDERAL PROPERTY 
MANAGEMENT REGULATIONS 
SUBCHAPTER E—SUPPLY AND PROCUREMENT 

{FPMR Amendment E-214) 

PART 101-32—GOVERNMENTWIDE AU¬ 
TOMATED DATA MANAGEMENT SERVICES 

Exchange/Sale Automatic Data Processing 
Equipment (ADPE) 

AGENCY: Automated Data and Tele¬ 
communications Service. General Serv ¬ 
ices Administration. 

ACTION: Final rule. 

SUMMARY: This amendment prescribes 
additional information to be included on 
the Standard Form 120, Report of Excess 
Personal Property, when agencies report 
exchange/sale ADPE to the General 
Services Administration. This action is 
taken to ensure that ADPE exchange/ 
sale transactions are properly considered 
and processed before advertising and re¬ 


lease. This amendment has been adopted 
from the program detailed m FPMR 
Temporary Regulation E-48. which has 
been In effect since February 7,1977. OSA 
has received no adverse comments. The 
intended effect of this amendment is to 
codify this program. 

EFFECTIVE DATE: December 19. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Robert R. Johnson. Regulations 
Branch. Agency Services Division. Of¬ 
fice of Agency Assistance, Planning, 
and Policy. Automated Data and Tele¬ 
communications Sendee. General Sen- 
ices Administration. Washington. D.C., 
202-566-0834. 

SUPPLEMENTARY INFORMATION: 
FPMR Temporary Regulation E-48. 
dated February 7. 1977. is canceled. 

This regulation amends 41 101-32.4702 
and 101-32.4901 to request additional in¬ 
formation from the Federal agencies 
when reporting exchange/sale ADPE to 
GSA. 

Subpart 101-32.47—Reports 

Section 101-32.4702(0 is revised to 
read as follows: 

§ 101—32.4702 Reporting exec** or ex¬ 
change /sale ADPE. 

• • • • • 

(c) The words "Exchange/Sale Prop¬ 
erty” and the statement: 

A written administrative* determination 
has been or will be made to apply the ex¬ 
change allowance or proceeds of sale toward 
the acquisition of similar Items by other 
than lease. 

shall be displayed prominently on the 
original and four copies of the SF 120 
when reporting ADPE that is to be re¬ 
placed pursuant to exchnnge/salc pro¬ 
visions of Part 101-46. Without excep¬ 
tion, both cash (sale) and exchange 
(trade-in) offers shall be solicited. The 
acquisition cost and the reimbursement 
required, which shall not be greater than 
the cash isale) or exchange (trade-in) 
offer that the reporting agency has re¬ 
ceived for the specific ADPE. shall be 
shown on the SF 120. In addition, the 
following information must be forwarded 
with the SF 120 : 

(1) The Identity of the offeror of the 
cash or exchange offer < Enclose copy of 
offer with the SF 120.); 

<2) The type of replacement equip¬ 
ment; 

(3> The method of acquisition for the 
replacement equipment; 

(4) The anticipated purchase price for 
the replacement equipment; 

(5) The delegation of procurement 
authority 'DPA> number assigned by 
GSA. if a DPA is required, for the re¬ 
placement equipment; and 

(8) The name and telephone number 
of the contracting officer. Until this in¬ 
formation Is received, the equipment will 
not be entered into exchange/sale 
screening. Exchange/sale reports re¬ 
ceived with inadequate screening time 
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<in noncompliance with the 90-day re¬ 
quirement in i 101-32.4702, above) Will 
be disapproved and entered into screen¬ 
ing as excess ADPE If there is any 
change to a cash or exchange offer sub¬ 
sequent to the submission of an SP 120, 
a revised SF 120 indicating the new cash 
or exchange offer shall be promptly sub¬ 
mitted to GSA, Agencies will be advised 
promptly, in writing, of the date the orig¬ 
inal or revised SF 120 is received by OSA. 
Such equipment shall not be sold or ex¬ 
changed prior to written authorisation 
from GSA. <Sce f 101-32.4901-120(0 for 
a specimen description of SF 120 when 
reporting exchangc/salc ADPE.) 


Subpart 101-32.49—Illustrations of 
Forma 

Section 101-32.4901-120(C) is added to 
provide a specimen description of SF 120 
when reporting exchange/sale ADPE. 

§ 101-32.1901-120 Standard Form 120. 
Hr port of Exccm IVr-onal Property* 

None —The form illustrated in I 101 32- 
4901-120(C) la filed as part of the original 
document and does not appear In tho fn>- 

rau Rgctvrca 

(Sec. 206(c), 63 SUt. 390 (40 US.C 480 (C)).) 

Nora.—The General services Aclminiatra- 
lion haa determined that tills document does 
not contain a major proposal requiring prep¬ 
aration of an Inflation Impact Statement 
under Executive Order 11821 and OMB Cir¬ 
cular A-107. 

Dated: December 8.1977. 

Jay Solomok. 

Ad mints f rotor 
of General Services . 
|FR Doc.77-30077 Piled 13-10-77:8:45 am| 


[ 4910-14 ] 

Title 46— Shipping 

CHAPTER I—COAST GUARD, 
DEPARTMENT OF TRANSPORTATION 

| COD 77-043 J 

DETAILED HAZARDOUS MATERIALS 
INCIDENT REPORTS 

Reports and Forms; Correction 

AGENCY: Coast Ouard. DOT. 

ACTION. Correction of ftnal rule. 

SUMMARY: In FR Doc. 77-23942 ap¬ 
pearing at page 41636 in the Federal 
Register of August 18, 1977 the Coast 
Guard deleted form CG-4752, Hazardous 
Materials Incident Reports, and sections 
of title 46 referring to the form. This cor¬ 
rection deletes references to the form in 
other parts of title 46 that were missed in 
the August 18th change. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Captain George K. Greiner, Marine 
Safety Council (G-CMC/61). Room 
8117, Department of Transportation. 
Nasslf Building. 400 Seventh Street. 
SW., Washington, D.C. 20590, 202 
426-1477. 


RULES AND REGULATIONS 

Drafting Information 

The principal persons Involved In 
drafting this rule are: Mr. Robert Query, 
Project Manager. Office of Merchant Ma¬ 
rine Safety, and Lieutenant William R. 
Kerivan. Project Attorney, Office of the 
Chief Counsel. 

In consideration of the foregoing, title 
46 of the Code of Federal Regulations is 
amended as follows : 

PART 30—GENERAL PROVISIONS 

1. By revising the last sentence in 
I 30.01<-5(e> to read as follows: 

§ 30.01*5 Application of regulation*— 
TO/ALL. 

• a • • • 

(e) (1) • • • In addition, these vessels 
shall report marine casual!tics occurring 
while they are in the navigable waters of 
the United States as required by Subpart 
35.15 


PART 70—GENERAL PROVISIONS 

2. By revising I 70.05-3(f) to read as 
follows; 

§ 70.05-3 Foreign vc*m*L *ulip*ct to flic 
requirement* of till* nuhchupler. 


(f) Notwithstanding the exceptions 
noted in paragraph <b>, each forciqn 
vessel must report marine casualties 
occurring while the vessel is in the 
navigable w*atcrs of the United 8tates 
as required by Subpart 78.07. 


PART 76—OPERATIONS 

§ 78.07-13 ( Deleted 1 

3. By deleting 5 78.07-13. 


PART 90—GENERAL PROVISIONS 

4. By revising 190 05-Kc) to read as 
follows: 

§ 90.03—1 VfMcU Mibjret to requirr- 

menu uf thi* *ubrhwplcr. 


(c) Notwithstanding the exception 
noted in paragraph (a)(1). each foreign 
vessel must report marine casualties 
occurring while the vessel Lh in the navi¬ 
gable waters of the United States as 
required by Subpart 97.07. 


PART 97—OPERATIONS 

§97.07-13 (Drlelrd) 

5 By deleting I 97 07-13. 


PART 146—SOLIDS IN BULK 

6. By revising I I48 01-l<e) to read a* 
follows: 

§ 118.01 — 1 PurfMfrM* ami \pp!irabtltl>. 


(e» The term '‘hazardous materials" 
includes a number of specific classes, the 
definitions of which are contained In 49 
CFR Parts 170-189 


63643 

7. By revising 5 148 02-5 to read as fol¬ 
lows: 

§ 148.02—5 Report of hazardous inatcri- 
•Id incident*. 

In the event of an incident involving 
hazardous materials, an immediate re¬ 
port must be sent in accordance with 49 
CFR 17115. 


PART 175—GENERAL PROVISIONS 

§ 175.05-1 [ Amended] 

8. By deleting t 175.05-1 (g>. 


PART 185—OPERATIONS 

§185.15-3 (Deleted! 

9. By deleting i 185.15-3. 


PART 196—OPERATIONS 

§ 196.07-13 [ Deleted ) 

10. By deleting l 196.07-13. 

(R8 4406 w> amended. R H 4462 u Amended. 
H S 4417A aa Amended. R.S 4472 M amended. 
Bee. 0(B) (1). 80 StAt 937; 46 U8.C. 170. 378. 
301a, 416; 40 U8C 1655(b)(1); 40 CFR 
1 46(b).) 

Dated: December 13. 1977. 

O. W. Siler. 
*<froiraJ, U.S. Coast 
Guard Commandant . 
|FR Doc.77-36148 Filed 13-16-T7;8 45 Am) 


[6712-01 ] 

THie 47—Telecommunication 

CHAPTER I—FEDERAL 
COMMUNICATIONS COMMISSION 

PART 63—STATION ON SHIPBOARO IN 
THE MARITIME SERVICES 

Editorial Amendment Clarifying Rules Re¬ 
garding Radiotelephony Watch To Be 
Maintained at 2182 KHz 

AQENCY. Federal Communications 
Commission. 

ACTION: Order. 

SUMMARY: Editorial amendment of 
g 83.201 <b> of the Commission's rules 
and regulations. This amendment will 
clarify the Commission’s rules regarding 
the radiotelephony watch to be main¬ 
tained on 2182 kHz. 

EFFECTIVE DATE: December 23. 1977. 

ADDRESSES: Federal Communication* 
Commission. Washington. DC, 20554. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

John C. K. Hays. Safety and Special 
Radio Services Bureau. 202-632*7197 

SUPPLEMENTARY INFORMATION 
In the matter of Editorial amendment of 
1 83.20lib> of the Commission’s rules 
and regulations Order, 

Adopted* December 9, 1977 
Released: December 13. 1977 
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RULES AND REGULATIONS 


X. Under 5 83.201(b) of the Commis¬ 
sion’s rules, radiotelephony ship stations 
licensed to operate in the 1605 to 3500 
kHz and. except those stations on board 
vessels required by law to be fitted with 
radiotelegraph equipment, must main¬ 
tain during their hours of service for te¬ 
lephony an efficient watch for reception 
of A3 and A3H emissions on the author¬ 
ized carrier frequency 2182 kHz whenever 
such station is not being used for trans¬ 
mission on that frequency or for com¬ 
munication on other frequencies. It has 
been brought to the attention of the 
Commission that this section could be 
misinterpreted to require vessels licensed 
to operate in the 1605 to 3500 kHz band 
to maintain a watch on 2182 kHz when 
the ship station is operating or mon¬ 
itoring in another marine band such 
as the VHP marine band. This was not 
the Intent of Section 83-201 (b), nrther 
it was to require a ship station to main¬ 
tain an efficient watch on 2182 kHz only 
during its hours of service in the band 
1605 to 3500 kHz. 

2. Accordingly, the Commission's rules 
are being amended to reflect this intent. 
Authority for this amendment is con¬ 
tained in So. lions 4<l) and 303 <c) and 
<r> of the Communications Act of 1934. 
as amended, and Section 0.231(d) of the 
Commission's rules 47 CFR 0.231 <d>. 
Since the amendment is editorial in na¬ 
ture. the public notice, procedure and ef¬ 
fective date provisions of 5 UB.C. 553 do 
not apply 

3. In view of the above, It ts ordered. 
That the rule amendment set forth below 
is adopted effective December 23, 1977. 

(Stcfi 4. 303. 48 8t*i, as amended. 1066. 1082; 
47 U.8.C 154, 303 ) 

Federal Communications 
Commission, 

R. D. Lxchtwardt, 

Executive Director . 

Part 83 of Chapter I of Title 47 of the 
Code of Federal Regulations is amended 
to read as follows: 

In 5 83.201. paragraph (b) is amended 
to read as follows: ' 

fi 83.201 H ilrh required during ftilencc 
period*. 

• • • • • 

<b> Except for stations on board ves¬ 
sels required by law to be fitted with 
radiotelegraph equipment, each ship sta¬ 
tion (in addition to those ship stations 
specified in paragraph (a) of this sec¬ 
tion) licensed to transmit by telephony 
on one or more frequencies within the 
band 1605 to 3500 kHz shall, during its 
hours of service for telephony in this 
band, and as far as possible, maintain 
an efficient wat h for the reception of 
A3 and A3H emissions on the authorized 
carrier frequency 2182 kHz. whenever 
such station is not being used for trans¬ 
mission on that frequency or for commu¬ 
nication on other frequencies In this 
band. The ship station shall, during its 
hours of service for radiotelephony, 
maintain such watch at least twice each 
hour during the silence period x h:00- 
x h:03 and x h:30-x h:33 Greenwhich 


mean time. Except for messages of dis¬ 
tress, urgency and vital navigational 
warnings, ship stations shall not trans¬ 
mit on 2182 kHz during the silence pe¬ 
riods. 

|FR Doc.77-36113 Piled 12-l«-77;8:45 am] 


[4910-60] 

Title 49—Transportation 

CHAPTER l—MATERIALS TRANSPORTA 
TION BUREAU. DEPARTMENT OF 
TRANSPORTATION 

{Docket No. HM-146; Arndt. Nos. 173-112. 
178-45 ) 

PART 173—SHIPPERS—GENERAL RE¬ 
QUIREMENTS FOR SHIPMENTS ANO 
PACKAGINGS 

PART 178—SHIPPING CONTAINER 
SPECIFICATIONS 

Extension of Service Ufe of DOT 3HT 
Cylinders 

AGENCY: Materials Transportation 
Bureau. Department of Transportation. 

ACTION: Final rule. 

SUMMARY: This rule amends that part 
of the Department's Hazardous Mate¬ 
rials Regulations pertaining to the re- 
qualiflcation of DOT 3HT specification 
cylinders by extending the service life 
from 15 years to 24 years. This action 
responds to petitions filed by the Air 
Transport Association, Inc., and the 
Compressed Gas Association. Inc. The 
intended effect is to allow continued use 
of the cylinders through a 24-year serv¬ 
ice life or 4.380 pressurizations, in place 
of the present 15-year service Ufe 
limitation. 

EFFECTIVE DATE: January 17,1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Alan I. Roberts. Director, Office of 
Hazardous Materials Operations. 2100 
Second Street 8W.. Washington, D.C. 
20590. 202-426-0656. 

SUPPLEMENTARY INFORMATION: 
On December 16. 1976. the Materials 
Transportation Bureau (MTB) pub¬ 
lished a Notice of Proposed Rulemaking. 
Docket HM-146. Notice 76-13 (41 FR 
54958) which proposed these amend¬ 
ments. The background and basis for in¬ 
corporating these amendments were 
discussed in that notice. Interested per¬ 
sons were invited to give their views 
prior to the closing date of March 22. 
1977. Primary drafters of this document 
are Jose 8. Pena, Office of Hazardous 
Materials Operations. Technical Serv¬ 
ices Branch, and Douglas A. Crockett. 
Office of the Chief Counsel. Research 
and Special Pro Trams Directorate. 

Several commenters suggested that 
the marking of the rejection elastic ex¬ 
pansion on cvllnders not yet marked as 
of the effective date of this rule be 
marked before the next retest date so 
that these cylinders need not be removed 
from service immediately. The MTB 
agrees and accordingly includes the rec¬ 
ommendation in this rule. 


Another comm enter pointed out that 
some cylinders manufactured to DOT 
Special Permit 5967 in the past were in¬ 
correctly marked with "DOT 3HT" in 
addition to "SP 5967". Cylinders made 
under SP 5967 are not DOT 3HT cylin¬ 
ders and the service Ufe extension pro¬ 
vided in this amendment for 3HT cylin¬ 
ders does not apply to SP 5967 cylinders, 
even if those cylinders are marked as 
3HT cylinders. Such cylinders can be 
identified by the marking "SP 5967" 
which wiU appear on the shoulder of the 
cylinder. Any cylinder so marked, re¬ 
gardless of any other markings that may 
also appear, is not a DOT 3HT cylinder, 
and the service life extension provided 
herein docs not apply. This comment is 
made here to notify shippers, carriers or 
other users of 3HT cylinders that im¬ 
properly marked cylinders do exist and 
must not be confused with DOT 3HT 
cylinders. 

Analysis of this amendment indicates 
that the cost of regulatory enforcement 
will not significantly be affected nor wiU 
additional costs be imposed on the pri¬ 
vate sector, consumers or Federal, State 
or local governments. 

In consideration of the foregoing. 
Parts 173 and 178 of Title 49, Code of 
Federal Regulations, are amended as fol¬ 
lows: 

1. In 5 173.34 paragraphs (0(13X1) 
and (e)(13)<iii> are revised; paragraph 
(e> (13) (v) Is added to read as foUows: 

§ 173.34 Quail(trillion, maintenance nml 
uv of cylinder*. 


(e) • • • 

(13) • • • 

(i) Cylinder shall be subjected, at least 
once In three years, to a test by hydro¬ 
static pressure in a abater jacket, for the 
determination of the expansion of the 
cylinder. A cylinder must be condemned 
if the clastic expansion exceeds the 
marked rejection elastic expansion. 


(Ui> A cylinder must be condemned at 
the termination of a 24-year period fol¬ 
lowing the date of the original test or 
after 4.380 pressurizations, whichever 
occurs first. If a cylinder is recharged 
more than an average of once every other 
day, an accurate record of the number 
of rechargings must be maintained by its 
owner, or his agent. 


(v) A cylinder made before January 11. 
1978 and not yet marked with a rejection 
elastic expansion (REE) must be marked 
with that REE in cubic centimeters near 
the marked original elastic expansion 
prior to the next retest date. The REE 
for a cylinder is 1.05 times its original 
elastic expansion. 


2. In | 178.44. 5 178.44-23(a) 14> is re¬ 
vised to read as follows: 

§ 178.44 Sprrifirntioii 3HT; in»i<!r cofi- 
tuinrrn, *rninl«*» ulrrl rylindrr« for 
Minrnfl ttMT mnilr of <irfinilrl% prr- 
trribrd Mrcl. 
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§ 178,14-23 Marking. 

<a) • • • 

«4) Rejection elastic expansion *REE> 
in cubic centimeters <cc> near the date 
of test. The REE for a cylinder is 1.05 
times its original elastic expansion. 


(49 USC. 1803, 1804, 1808; 49 CFR 1 53(e).) 

Nott —The MTB him determined that this 
document doe* not contain a major propon.il 
requiring preparation of an Economic Impact 
Statement under Executive Order 11821 and 
OMB Circular A-107 

Issued at Washington. D C., on Decem¬ 
ber 9. 1977. 

L. D. Santman, 

Acting Director, 

Materials Transportation Bureau. 

|FR Doc.77-35871 Filed 13-18-77;8:45 am) 


[7035-01] 

CHAPTER X—INTERSTATE COMMERCE 
COMMISSION 

SUBCHAPTER A—GENERAL RULES AND 
REGULATIONS 

|S O. No. 1283. Arndt. 1) 

PART 1033—CAR SERVICE 

Clinchfield Railroad Co. Authorized To Op¬ 
erate Over Tracks of Interstate Railroad 
Co. and Over Tracks of Louisville and 
Nashville Railroad Co. 

AGENCY: Interstate Commerce Com¬ 
mission. 

ACTION: Emergency Order <Amend¬ 
ment No. 1 to Service Order No. 1283 >. 


RULES AND REGULATIONS 


SUMMARY: 8ervice Order No. 1283 au¬ 
thorizes Cilnchfield Railroad Company 
<CRR> to operate over tracks of the In¬ 
terstate Railroad Company <INT> be¬ 
tween Miller Yard. Virginia, and Dor¬ 
chester Junction, Virginia, and over 
tracks of the Louisville and Nashville 
Railroad Company <L&N> between 
Dorchester Junction. Vlrgtnla, and Nor¬ 
ton. Virginia. Because of track rehabili¬ 
tation. the CRR Is unable to deliver 
cars to the L&N at 8t. Paul. Virginia, 
currently. Operation by the CRR over 
these tracks is necessary to relieve con¬ 
gestion at 8t. Paul. Virginia, and to con¬ 
tribute to more efficient utilization of 
freight cars. This amendment extends 
Service Order No. 1283 for two months. 

DATES: Effective 11:59 p.m.. December 
15. 1977. Expires 11:59 p.m.. February 
15. 1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

C. C. Robinson. Chief. Utilization and 
Distribution Branch. Interstate Com¬ 
merce Commission. Washington. D.C. 
20423. telephone 202-275-7840, Telex 
89-2740. 

SUPPLEMENTARY INFORMATION: 
The Order la printed in full below. 

At a Session of the Interstate Com¬ 
merce Commission. Railroad Service 
Board, held in Washington, D C., on the 
14th day of December 1977. 

Upon further consideration of Service 
Order No 1283 <42 FR 57691>. and good 
cau.se appearing therefor: 


63645 

ft is ordered . That: 9 1033.1283 Service 
Order No. 1283 Clinchfield Railroad Com¬ 
pany authorized to operate over tracks of 
Interstate Railroad Company and over 
tracks of Louisville and Nashville Rail¬ 
road Company) is amended by substitut¬ 
ing the following paragraph <e> for para¬ 
graph (•> thereof: 

(e) Expiration date. The provisions of 
this order shall expire at 11:59 p.m„ Feb¬ 
ruary 15. 1978, unless otherwise modi¬ 
fied. changed, or suspended by order of 
this Commission. 

Effective date: This amendment shall 
become effective at 11:59 p.m.. Decem¬ 
ber 15. 1977. 

<49 use. 1(10*17).) 

ft is further ordered, That a copy of 
this amendment shall be served upon the 
Association of American Railroads. Car 
8ervlce Division, as agent of all rail¬ 
roads subscribing to the car service and 
car hire agreement under the terms of 
that agreement, and upon the American 
Short Line Railroad Association: and 
that notice of this amendment be given 
to the general public by depositing a 
copy in the Office of the Secretary of the 
Commission at Washington. D.C.. and 
by filing it with the Director. Office of 
the Federal Register. 

By the Commission. Railroad Service 
Board, members Joel E. Bums, Robert 
S. Turkington and John R. Michael. 

H. O. Hommk, Jr.. 

Acting Secretary. 

|FH Doc 77*36117 Filed 12-18-77.8 45 Am) 
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proposed rules 


This section of the FEDERAL REGISTER contains notices to the public of the proposed issuance of rules and regulations. The purpose of 
these notices is to give interested persons an opportunrty to participate in the rule making prior to the adoption of the final rules. 


[3410-02] 

DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
[ 7 CFR Parts 916, 917] 

NECTARINES GROWN IN CALIFORNIA; 
PEARS, PLUMS. AND PEACHES GROWN 
IN CALIFORNIA 

Proposed Increase in Expenses for the 
Nectarine Administrative Committee and 
the Pear, Pium and Peach Commodity 
Committees 

AGENCY: Agricultural Marketing Serv¬ 
ice. USDA. 

ACTION: Proposed rules. 

SUMMARY: This notice invites written 
comments on proposed increases in ex¬ 
penses for the 1977-78 fiscal year, to be 
collected from handlers to support activi¬ 
ties of the committees which locally ad¬ 
minister the Federal marketing orders 
covering California nectarines, and Cali¬ 
fornia pears, plums, and peaches. 

DATES: Comments must be received on 
or before January 3,1978. Proposed effec¬ 
tive dates: March 1, 1977, through Feb¬ 
ruary 28. 1978. 

ADDRESSES: Send two copies of com¬ 
ments to Hearing Clerk, U.S. Department 
of Agriculture, room 1077. South Build¬ 
ing. Washington. D.C, 20250. where they 
will be available for public inspection 
during business hours <7 CFR 1.27(b)). 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Charles R. Brader. 202-447-3545. 

SUPPLEMENTARY INFORMATION: 
The proposals were submitted by the 
Nectarine Administrative Committee, the 
Pear Commodity Committee, the Plum 
Commodity Committee, and the Peach 
Commodity Committee, established un¬ 
der Marketing Order Nos. 916 and 917 
(7 CHi Part 916 and 917), respectively, 
as the local administrative agencies 
therefor. The orders regulate handling 
of fresh nectarines, pears, plums, and 
peaches grown in California and are ef¬ 
fective under the Agricultural Market¬ 
ing Agreement Act of 1937. as amended 
*7 U.8.C. 601-674). The proposals are 
that 1916.216 <42 FR 34499); {917.217 
<42 FR 37793); f 917.218 <42 FR 37794»; 
and 5 917.219 (42 FR 35827) be amended 
to read as follow's: 

Marketing Order 916 

§ 916.216 Expenses mtr cif a*%rMmrnl, 
anil carryover of un«* xpr mini fund-. 

<a> Expenses Expenses that are rea¬ 
sonable and likely to be incurred by the 
Nectarine Administrative Committee 


during the fiscal year March 1, 1977. 
through February 28, 1978, will amount 
to $969,166. 

• • • ♦ • 

Marketing Order 917 

§ 917.217 Prnr Commodity Comntittrr 
r\prn*r» mid rule of 

(a) Expenses. Expenses that are rea¬ 
sonable and likely to be Incurred by the 
Pear Commodity Committee during the 
fiscal period March 1, 1977, through 
February 28. 1978, will amount to 
$590,771. 

• • • • • 

§917.218 Plum Commodity Committee 
expense* and rate of a«»rA»mrnt. 

(a) Expenses . Expenses that arc rea¬ 
sonable and likely to be incurred by the 
Plum Commodity Committee during the 
fiscal period March 1, 1977, through 
February' 28. 1978. will amount to 
$1,063,546. 

• • • • • 

§ 917.219 iVarlt Commodity Committer 
cxprnM**, rote of A*»e*-mnit, mid 
carryover of unexpended fund*. 

(a) Expenses. Expenses that arc rea¬ 
sonable and likely to be incurred by the 
Peach Commodity Committee during the 
fiscal period March 1. 1977, through 
February 28, 1978, will amount to 

$911,000. 

• • • ♦ • 

Dated: December 14,1977. 

D. S. Kuryloski, 
Acting Deputy Director. Fruit 
and Vegetable Division. Agri - 
cultural Marketing Service. 

|FR Doc.77-36095 Filed I3-16-77;8:4B am) 

[ 1505-01 ] 

DEPARTMENT OF 
TRANSPORTATION 

Federal Aviation Administration 
[ 14 CFR Parts 21.36. 91 ] 

PROPOSED NOISE AND SONIC BOOM 
REQUIREMENTS FOR CIVIL SUPER* 
SONIC AIRPLANES 

Public Hearing and Extension of Comment 
Period 

Correction 

In FR Doc. 77-35601, appearing at page 
62400 in the issue for Monday. Decem¬ 
ber 12. 1977. in the last line of the first 
full paragraph of the second column on 
page 62401, the date which now reads 
“December 31. 1978“, should read “De¬ 
cember 31. 1977'“. 


[4910-13] 

[ 14 CFR Part 39 ] 

| Docket No. 77-NJS-251 
AIRWORTHINESS DIRECTIVE 
Sikorsky Aircraft Model S-61N 

AGENCY: Federal Aviation Administra¬ 
tion (FAA). DOT. 

ACTION: Notice of proposed rulemak¬ 
ing. 

SUMMARY: This notice proposes to 
adopt an airworthiness directive (AD) 
that would require an electrical wiring 
change to the landing gear control cir¬ 
cuit on Sikorskv Model S-61N rotorcraft. 
The proposed AD is needed to prevent 
an electrical short from causing an in¬ 
advertent gear retraction. 

DATES: Comments must be received on 
or before January 20,1978. 

ADDRESS: Send comments on the pro¬ 
posal. in duplicate to: DOT, FAA. New 
England Region, Office of the Regional 
Counsel. ANE-7, Attention: Rules Docket 
Clerk, Docket No. 77-NE-25. 12 New 
England Executive Park, Burlington. 
Mass. 01803. 

The aoplicable service bulletin may 
be obtained from: Sikorsky Aircraft, 
Commercial Customer Service, Stratford, 
Conn. 06602. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Ronald L. Vavruska. Staff Engi¬ 
neer. Engineering and Manufactur¬ 
ing Branch. FAA, New England Region. 
12 New' England Executive Park, Bur¬ 
lington, Mass. 01803, telephone 617- 
273-7332* 

SUPPLEMENTARY INFORMATION: 
Interested persons are Invited to par¬ 
ticipate in the making of the proposed 
rule by submitting such written data, 
view's, or arguments as they may desire. 
Communications should identify the reg¬ 
ulatory* docket number and be submitted 
in duplicate to the address specified 
above. All communications received on 
or before the closing date for comments 
will be considered by the Administrator 
before taking action on the proposed 
rule. The proposal contained in this no¬ 
tice may be changed in the light of com¬ 
ments received. All comments submitted 
will be available, both before and after 
the closing date for comments, in the 
Rules Docket for examination by In¬ 
terested persons. A report summarizing 
each FAA public contact, concerned with 
the substance of the proposed AD, will 
be filed in the Rules Docket. 
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There have been reports of inadvertent 
landing gear retractions on Sikorsky 
Model S-61N rotorcraft. These retrac¬ 
tions have been caused by electrical 
shorts In the landing gear control circuit. 
As a result of these occurrences, Sikorsky 
Issued Service Bulletin No. 61B55-40 ap¬ 
plicable to in-service rotorcraft and be¬ 
gan installing a redesigned landing gear 
control circuit on production rotorcraft. 
The redesigned circuit prevents landing 
gear retractions caused by electrical 
shorts. The FAA has concluded that the 
landing gear control circuit on in-servlc© 
rotorcraft is an unsafe condition that is 
likely to exist in other rotorcraft of ths 
same type design. Accordingly, an AD is 
being proposed that would require an 
electrical wiring change to the landing 
gear control circuit of Sikorsky Model 
S-61N rotorcraft In accordance with the 
aforementioned service bulletin. Accom¬ 
plishment of this modification will cor¬ 
rect the unsafe condition. 

The manufacturer’s specifications and 
procedures identified and described In 
this directive are incorporated herein 
and made a part hereof pursuant to S 
U.S.C. 552(a)(1). All persons affected 
by this directive who have not already 
received these documents from the man¬ 
ufacturer may obtain copies unnn re¬ 
quest to 8ikorsky Aircraft. Commercial 
Customer Service. Stratford. Connecticut 
05602. These documents may also be ex¬ 
amined at Federal Aviation Administra¬ 
tion. New England Region. 12 New Eng¬ 
land Executive Park. Burlington. Mas¬ 
sachusetts. and at FAA Headquarters. 
800 Independence Avenue SW.. Washing¬ 
ton. D.C. A historical file on this AD 
which includes the incorporated mate¬ 
rial In full is maintained by the FAA 
at its Headquarters in Washington. D C., 
and at New England Region. 

DRAFTING Ilf FORMATION 

The principal authors of this docu¬ 
ment are Ronald L. Vavruska staff En¬ 
gineer, Flight Standards Division, and 
George L. Thompson. Attorney. Office of 
the Regional Counsel. DOT. FAA. New 
England Region. 12 New England Execu¬ 
tive Park. Burlington. Mass. 01803. 

Tire Proposed Amendment 

Accordingly, the FAA proposes to 
amend • 39 13 of the Federal Aviation 
Regulations (14 CFR 39.13) by adding 
the following new airworthiness direc¬ 
tive. 

Sikorsky. Aoplies to Model 8-43IN rotorcraft 
prior to and Including Sikorsky serial 
No 61605 

Compliance; Required as Indicated, unless 
already accompli shed 

To prevent Inadvertent landing gear re¬ 
traction. within the next 300 hours time 
in service, modify the main lauding gear 
electrical system In accordance with Sikorsky 
Service Bulletin 61B56-40 or later FAA ap¬ 
proved revision 

l.Sec 313(a). 601. 603, Federal Aviation Act 
of 19&6, as amended (49 U^C. 1354(a) 
I4J3); sec, 0(c), Department of Transporta¬ 
tion Act (49 U8C 1665(C); 14 CFR 11.05.) 

Note. The Federal Aviation Administra¬ 
tion has determined that this document does 


not contain a major proposal requiring prep¬ 
aration of an Economic Impact Statement 
under Executive Order 11621, as amended by 
Executive Order 11949. and OMB Circular 
A-107. 

Issued in Burlington. Massachusetts on 
December 9.1977. 

William E. Crosby. 

Acting Director , 

New England Region. 

Note.— The Incorporation by reference pro¬ 
visions in this document were approved by 
the Director of the Federal Register on June 
19. 1967. 

|FR Doc.77-35633 Filed 12-10-77:0:45 am) 

[ 4110—01 ] 

. DEPARTMENT OF JUSTICE 
Drug Enforcement Administration 
[21 CFR Part 1308] 

SCHEDULES OF CONTROLLED 
SUBSTANCES 

Placement of Phencyclidine in Schedule II 

AGENCY: Drug Enforcement Adminis¬ 
tration, Justice. 

ACTION: Notice of proposed rulemak¬ 
ing. 

SUMMARY: This is a notice of proposed 
rulemaking issued by the Administrator 
of the Drug Enforcement Administration 
to place the drug phencyclidine into 
Schedule II of the Controlled Substances 
Act. This action was initiated upon 
DEA’s receipt of a letter from the As¬ 
sistant Secretary, Department of Health. 
Education, and Welfare, requesting this 
transfer from Schedule in to Schedule 
II of the act. The effect of this transfer 
will be to provide more stringent regula¬ 
tory controls upon the manufacture, dis¬ 
tribution. dispensing, importation and 
exportation of phencyclidine. 

DATES: Comments and objections 
should be received on or before January 
18. 1978. 

ADDRESS: Send comments and objec¬ 
tions in qulntuplicate to: Administrator. 
Drug Enforcement Administration. US. 
Department of Justice. 1405 I Street NW . 
Washington. D C. 20537. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Howard McClain, Jr.. Chief, Regula¬ 
tory Control Division. Drug Enforce¬ 
ment Administration, telephone 202- 
633-1366 

SUPPLEMENTARY INFORMATION: 
On August 29. 1977. the Administrator of 
DEA requested of the Assistant Secre¬ 
tary for Health, Department of Health, 
Education, and Welfare a scientific and 
medical evaluation of DEA's proposed 
action to move the Schedule III con¬ 
trolled substance phencyclidine to 
Schedule II. 

The Assistant Secretary concurred 
with DEA’s request and submitted a let¬ 
ter dated December 8, 1977. with docu¬ 
ments enclosed which listed the factors 


he is required to consider under Section 
201 of the Act as well as the summarized 
derations in furtherance thereof 
concerning the placement of phencycli¬ 
dine into Schedule n. 

The December 8, 1977 letter to the 
Assistant Secretary and his summarized 
considerations are set forth below: 

December 8. 1977. 

Mr Peter N BtNiwcn. 

Administrator, Drug Enforcement Admin¬ 
istration. 1405 "Eye” Street. SW . W&ifctnp- 
ton, D C. 

Dear Mr. Bxnmngir: The Drug Enforce¬ 
ment Administration requested on August 
29. 1977 that the Department of Health. Edu¬ 
cation, and Welfare evaluate a pronomal to 
control phencyclidine In Schedule II of the 
Controlled Substances Act. 

The Bureau of Drugs and the Bureau of 
Veterinary Medicine within the Food and 
Drug Administration have reviewed the data 
on phencyclidine and agree with the con¬ 
clusion of the Drug Enforcement Adminis¬ 
tration that this compound and Its salts 
should be moved to Schedule IT I concur 
with the scientific and medical evaluation 
and recommend that action be Initiated to 
move phencyclidine and IU salts from Sched¬ 
ule III to Schedule II or the Controlled Sub¬ 
stances Act A summary of the basis for the 
recommendation including the medical and 
scientific findings required under Section 201 
of the Controlled Substances Act ts en¬ 
closed. The National Institute of Drug Abuse 
has also reviewed the data and recommended 
that phencyclidine be placed In Schedule I to 
assure the most stringent controls possible. 
The only retaliatory difference between 
Schedules I and TI relates to the ability of 
licensed practitioners to use the drug in 
medical practice. Phencyclidine Is not ap¬ 
proved for any medical use In humans, but 
It Is a valuable anesthetic In the veterinary 
care of primates It is used In «x» and wild 
animal centers, and to our knowledge, diver¬ 
sion from legitimate users has not been a 
significant source of supply to the Illicit 
market. Consequently, neither the Food and 
Drug Administration nor I conclude that 
placement of phencyclidine In Schedule I Is 
appropriate at this time. 

It Is my understanding that your staff Is 
gathering data pursuant to the control of 
analogs of phencyclidine which may have 
abu«e potential similar to phencyclidine. 
Further, I understand that the Immediate 
precursors of phencyclidine will be consid¬ 
ered for control In Schedule II under the 
provisions of Section 201 (•) of the Controlled 
Substances Act. 

Sincerely yours. 

Julius B Richmond. M D., 
Assistant Secretary for Health. 

Enclosure. 


Basis rot the Recommendation for the 

Control or Phencyclidine Under Sched¬ 
ule II or the Controlled Substances Act 

Phencyclidine Is (l(l-phcnylcyclobexyl) 
piperidine) end Is also referred to as PCP. It 
is Intended solely for use as a parenteral im¬ 
mobilising agent in primates, and is an ex¬ 
tremely valuable tool for use In laboratory 
animal medicine It Is considered to have 
revolutionized the handling of primates 
(Lumb, W. V., et al. Veterinary Anesthesia. 
Lea and Feblger 1973), Phencyclidine was 
orlgtnally approved by FDA August 18. 1966 
as an immobilizing agent for laboratory pri¬ 
mates. raccoons: and a type of wild pig One 
month later the sponsor. Parke-Davis Com¬ 
pany. deleted the claims such that distribu¬ 
tion was restricted to use In primates. The 
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Parke-Dnvis Company discontinued market¬ 
ing of Its drug la 1960, but another firm. 
Phillpa-Roxane Company obtained approvnl 
for a similar product, under the trade name 
Sernylan. In July 1960. Phencyclidine ap¬ 
peared aa a drug of abuse during the wide¬ 
spread uae of drugs for non-therapeutic pur¬ 
poses in the late 60 s. Phencyclidine originally 
masqueraded as various other drugs and was 
sold ns THC. marihuana. LSD or mescaline. 
It was also used to fortify other drugs. Over 
the course of the last 10 years, phencyclidine 
has gained an independent role In the drug- 
abusing population and has developed a 
reputation of its own. 

In carrying out the review mandated by 
Sections 201 <b) and <e) of the Controlled 
Substances Act. the following Information 
was reviewed and considered In reaching our 
conclusions. 

(1) Data gathered by the Drug Enforce¬ 
ment Administration presented In Appendix 

(2) Additional scientific and medical In¬ 
formation relative to the pharmacological ef¬ 
fects of phencyclidine and the state of cur¬ 
rent scientific knowledge regarding the drug 
included In Appendix B This material was 
obtained from the Bureau of Veterinary Med¬ 
icine flics, and 

(3) Additional information and reports rel¬ 
ative to the current pattern, the scope and 
significance of the abuse of phencyclidine 
presented In Appendix C. 

In tight of evidence presented In Appendi¬ 
ces A. B. and C. we have concluded that: 

a. Phencyclidine has a high potential for 
abuse equivalent to that of certain sub¬ 
stances in Schedule I of the Controlled Sub¬ 
stances Act (•*., lysergic acid diethylamide). 

b. Phencyclidine has accepted use In medi¬ 
cal treatment In the United States, and fur¬ 
ther. that the currently accepted medical use 
is restricted to the practice of veterinary 
medicine in primates. 

c. Phencyclidine may lead to severe psycho¬ 
logical dependence. 

d. The abuse of phencyclidine Is signifi¬ 
cant and the drug qualifies for a more strin¬ 
gent control. 

Phencyclidine, therefore, meets all of the cri¬ 
teria required under Schedule n of the Con¬ 
trolled Substances Act. 

The Drug Enforcement Administration 
has conducted a review of phencyclidine 
which has included the following: 

1. Published scientific and medical lit¬ 
erature from the United States and other 
nations regarding this drug; 

2. Materials on file with the Drug En¬ 
forcement Administration, and those 
provided by the Assistant Secretary; 

3. A statement dated December 1, 
1077 concerning the abuse of phencycli¬ 
dine. submitted by Dr. Robert L. DuPont. 
Director. National Institute on Drug 
Abuse, which advised of the effects of 
acute intoxication, overdose, and abuse 
of PCP. including the characteristic of 
extreme, severe, long-lasting behavioral 
toxicity of the drug. 

4. The legislative history of the Con¬ 
trolled Substances Act 

Based upon the investigations and re¬ 
view- of the Durg Enforcement Adminis¬ 
tration and upon the scientific and medi¬ 
cal evaluation and recommendation of 
the Secretary of Health, Education, and 
Welfare, received pursuant to sections 
20l'a> and 20Kb> of the Act «21 U.S.C. 
811 and 81 Kb) >. the Administrator of 
the Drug Enforcement Administration 
finds that; 


1. Based on information now available 
phencyclidine has a high potential for 
abuse; 

2. Phencyclidine hAs a currently ac¬ 
cepted medical use in veterinary treat¬ 
ment in the United States; and 

3. Abuse of phencyclidine may lead to 
severe psychological dependence. 

Therefore, under the authority vested 
in him by the Act and by regulations of 
the Department of Justice, the Adminis¬ 
trator of the Drug Enforcement Admin¬ 
istration hereby proposes that 1308,12 
<e> and 1308.13(c> of Title 21 of the Code 
of Federal Regulations <CFR> be 
amended to read as follows: 

1308.12 Srhcdulr II. 

• • • • • 

<e> Depressants. Unless specifically 
excepted or unless listed In another 
schedule, any material, compound, mix¬ 
ture. or preparation which contains any 
quantity of the following substances hav¬ 
ing a depressant effect on the central 
nervous system, including its salts, 
isomers, and salts of isomers whenever 
the existence of such salts, isomers, and 
salts of isomers is possible within the 
specific chemical designation: 


(1) Amobarblla!... 2125 

(2) Mcthaqualone_ 2565 

<3) Pentobarbital _ 2270 

(4) Phencyclidine .. 7471 

(5) Secobarbital_ 2315 


1308.13 Schedule III. 

• • • • • 

(c> Depressants. Unless specifically 
excepted or unless listed in another 
schedule, any material, compound, mix¬ 
ture. or preparation which contains any 
Quantity of the following substances hav¬ 
ing a depressant effect on the central 
nervous system: 

<i) Any compound, mixture or preparation 
containing: 


(1) Amobarbttal. 2125 

01) Secobarbital__ 2315 

(111) Pentobarbital_............ 2270 


or any salt thereof and one or more other 
active medicinal ingredients which are 
not listed in any schedule. 

(2) Any suppository dotage form con¬ 


taining: 

(1) Amobarbltal ................... 2126 

(111 Secobarbital. 2315 

(ill) Pentobarbital .................. 2270 


or any salt of any of these drugs and 
approved by the Food and Drug Adminis¬ 
tration for marketing only as a 
suppository. 

(3) Any substance which contains 
any quantity of a derivative of 


barbituric acid or any salt 

thereof . 2100 

(4) Chlorhexadol_...... 2510 

(6) Glutethimide_ 2560 

(6) Lysergic acid. 7300 

(7) Lysergic acid amide_ 7310 

(8) Methyprylon- 2575 

(91 8ul fondle thy 1 methane . 2600 

410 1 Sulfonethylmethane_ 2605 

(11) Sulfonraethane _.......... 2610 


All interested persons are invited to 
submit their comments or objections in 


writing regarding this proposal. These 
comments or objections should state 
with particularity the Issues concerning 
which the person desires to be heard 
Comments and objections should be 
submitted In quintuplicate to the Ad¬ 
ministrator. Drug Enforcement Admin¬ 
istration, United States Department of 
Justice, 1405 I Street. NW. ( Washington, 
D.C. 20537. Attention: DEA Federal 
Register Representative. AU such sub¬ 
missions must be received on or before 
January 18, 1978. 

In the event that an interested party 
submits objections to these proposals 
which present reasonable grounds for 
these rules not to be finalized and re¬ 
quests a healing in accordance with 21 
CFR 1308.45, the party will be notified by 
registered mail of the time and place that 
the hearing will be held. If any objec¬ 
tions which are submitted do not pre¬ 
sent reasonable grounds, the party will 
be so advised by registered mail. 

If no objections presenting grounds 
for a hearing on these proposals are re¬ 
ceived within the time limitations, or all 
interested parties waive or are deemed to 
waive their opportunity for a hearing or 
to participate in a hearing, the Adminis¬ 
trator. after giving consideration to writ¬ 
ten comments and objections, will issue 
his final order pursuant to 21 CFR 
1308.48 without a hearing. 

Dated; December 15.1977. 

Peter B. Bensxncer, 
Administrator. Drug 
Enforcement Administration . 

| PR Doc.77-36172 Piled 12-15-77:12 *54 pm | 

[ 4830-01 ] 

DEPARTMENT OF THE TREASURY 

Internal Revenue Service 
[26 CFR Part 1 ] 

(LR-1810] 

ABATEMENT OF INCOME TAXES OF CER¬ 
TAIN MEMBERS OF THE ARMED 
FORCES OF UNITED STATES UPON 
DEATH 

Proposed Rule Making 

AGENCY: Internal Revenue Service. 
Treasury. 

ACTION: Notice of proposed rulemaking. 

SUMMARY; This document contains a 
proposed amendment to the regulations 
relating to the abatement of income 
taxes of members of the Armed Forces of 
the United States who die while serving 
in a combat zone or as a result of wounds, 
disease, or injury incurred while serving 
In a combat zone. The proposal conforms 
the regulations to the per curiam deci¬ 
sion of the Supreme Court in '‘Marcello 
v. Estate of Lupia,” 348 U S. 956 (1955), 
which held the abatement extends to 
income received by the individual’s estate 
during any remaining portion of the 
twelve-month period corresponding to 
the individual’s final taxable year. The 
amendment affects those survivors of a 
serviceman who receive income that 
would have been received by the servlce- 
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man during the balance of his taxable 
year had he lived. 

DATES. Written comments and requests 
for a public hearing must be delivered or 
mailed by February 2.1977. 

ADDRESS: Send comments and requests 
for a public hearing to: Commissioner 
of Internal Revenue. Attention CC 
LR:T (LR-1810), Washington. DC 
20224 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Fred E Grundeman of the Legislation 
and Regulations Division. Office of 
Chief Counsel. Internal Revenue Serv¬ 
ice. 1111 Constitution Avenue NW.. 
Washington. D.C. 20224 (Attention 
CC:LR:T>. 202-566-6624 (not a toll- 
free number*. 

SUPPLEMENTARY INFORMATION: 

Background 

This document contains proposed 
amendments to the Income Tax Regula¬ 
tions <26 CFR Part 1) under section 692 
of the Internal Revenue Code of 1954 
These amendments are proposed to con¬ 
form the regulations to the per curiam 
decision of the Supreme Court in “Mar- 
celle v. Estate of Lupia." 348 U.8 956 
19551, affirming 214 F. 2d 942 <2d Cir 
1954). and are to be issued under the 
authority contained in section 7805 of 
the Internal Revenue Code of 1954 <68A 
Stat. 917; 26 U.SC. 7805). 

Provisions or the Regulations 

Under section 692<a>. if an individual 
dies while serving as an active member of 
the Armed Forces of the United States 
in a combat zone, no Income tax is Im¬ 
posed for the taxable year containing the 
date of his death. Also, no Income tax 
is imposed for any previous taxable vear 
during which he served in a combat zone 
Section 1.692-1* a> (1> of the existing reg¬ 
ulations provides that the tax liability 
cancelled under section 692<a> consists 
of the liability for the taxable year f gen¬ 
erally a short taxable year of less than 
365 days) ending on the date of a service¬ 
men's death and for any prior taxable 
year during which he served in a combat 
zone. That position was based on the gen¬ 
eral rule that the last taxable year 
of an individual ends on the date he 
dies. In "Estate of Lupia," the Supreme 
Court held that the phrase "taxable year 
in which falls the date of his death" 
means the entire taxable year in which 
death occurs, that is. the 12-month pe¬ 
riod beginning on the first dav of the de¬ 
cedent's taxable year in which falls the 
date of his death. The proposed amend¬ 
ment contained in this document would 
conform the regulations to that decision 
The proposed amendment also removes 
all references to service "during an in¬ 
duction period" because that language 
was retroactively removed from the stat¬ 
ute by the Act of January 2. 1975 
•Pub L 93 597, 88 Stat 1953). to re¬ 
flect the expiration on June 30, 1973. of 


the Military' Selective Service Act of 1967 
(thedraft law). 

Comments and Requests for a Public 
Hearing 

Before adopting these proposed 
amendments, consideration will be given 
to any wTitten comments that arc sub¬ 
mitted <preferably six copies) to the 
Commissioner of Internal Revenue. All 
comments will be available for public 
inspection and copying. A public hear¬ 
ing will be held upon written request to 
the Commissioner by any person who has 
submitted written comments. If a public 
hearing is held, notice of the time and 
place will be published in the Federal 
Register. 

Drafting Information 

The principal author of these proposed 
amendments was Fred E. Grundeman of 
the Legislation and Regulations Division 
of the Office of Chief Counsel. Internal 
Revenue Serviee, However, personnel 
from other offices of the Internal Rev¬ 
enue Sendee and Treasury Department 
participated in developing the amended 
regulation, both on matters of substance 
and style. 

PROrosED Amendments to the 
Regulations 

The proposed amendments to the reg¬ 
ulations are as follows: 

6 1.692 f Deleted J 

Paragraph 1. Section 1.692 is deleted. 

Par. 2. Paragraph (a) of 1 1 692-1 is 
amended to read as follows: 

§ 1.692—1 Abatement of Ineotne Uxo of 
certain member* of the Armed Force* 
of the United Slate* upon death. 

<a4 (l> Tills section applies if—(I) An 
individual dies while in active sendee as 
a member of the Armed Forces of the 
United States, and 

(ii) Hts deaUi occurs while he is serv¬ 
ing in a combat zone (as determined 
tinder section 112), or at any place as a 
result of wounds, disease, or injury in¬ 
curred while he was serving In a combat 
zone. 

(2) If an individual dies as described 
in paragraph (a)(1) of this section, the 
following liabilities for tax, under sub¬ 
title A of the Internal Revenue Code of 
1954 or under chapter 1 of the Internal 
Revenue Code of 1939. are canceled: 

(1) The liability of the deceased In¬ 
dividual. for his last taxable year, ending 
on the date of his death, and for any 
prior taxable year ending on or after the 
first day he served in a combat zone in 
active service as a member of the U B. 
Armed Forces after June 24. 1950. and 

<ti) The liability of any other person 
to the extent the liability is attributable 
to an amount received after the individ¬ 
ual's death (including Income In respect 
of a decedent under section 691 > which 
would have been includible In the Indi¬ 
vidual's gross income for his taxable year 
in which the date of his death falls (de¬ 
termined as if he had survived >. 


If the tax (including interest, additions 
to the tax. and additional amounts) Is 
assessed, the assessment will be abated. 
If the amount of the tax is collected (re¬ 
gardless of the date of collection), the 
amount so collected will be credited or 
refunded as an overpayment. 

(3) If an individual dies as described 
m paragraph <a> < 1 > of this section, there 
will not be assessed any amount of tax of 
the individual for taxable years preced¬ 
ing the years specified in paragraph 
<a)(2) of this section, under subtitle A 
of the Internal Revenue Code of 1954, 
chapter 1 of the Internal Revenue Code 
of 1939. or corresponding provisions of 
prior revenue law's, remaining unpaid as 
of the date of death If any such unpaid 
tax (including interest, additions to the 
tax. and additional amounts’ has been 
assessed, the assessments will be abated 
If the amount of any such unpaid tax is 
collected after the date of death, the 
amount so collected will be credited or 

"refunded as an overpayment. 

(4) As to what constitutes active serv¬ 
ice as a member of the Armed Forces, 
service in a combat zone. And wounds, 
disease, or injury incurred while serving 
in a combat zone, see section 112. As to 
who are members of the Armed Forces, 
sec section 7701 (a) (15). As to the period 
of time within which any claim for re¬ 
fund must be filed, see sections 6511(a) 
and 7508(a) (1 ME). 


Jerome Kurtz. 

Commissioner of internal Revenue 
|FR Doc 77-36149 Plied 13-16-77.8 43 amf 


[ 3410-11 ] 

DEPARTMENT OF AGRICULTURE 
Forest Service 
[36 CFR Part 254] 

LANDOWNERSHIP; LANO EXCHANGES 

AGENCY: Forest Service. USDA 
ACTION: Proposed rule 

SUMMARY The Secretary of Agricul¬ 
ture is considering issuing rules which 
would guide the exchange of National 
Forest System land or Interests in land 
for non-Federaily owned land or Inter¬ 
ests therein The purpose of the proposed 
rules is to set forth general guidelines 
for the private individual, group. State, 
or other non-Federai entities to follow 
in putting together proposed exchanges 
of real property or interests therein w r ith 
the UB Department of Agriculture. 

DATES Comments must be received on 
or before February 2, 1978. 

ADDRESS Send comments to- Director 
of Lands. Forest Service. PO Box 241. 
Washington. D.C. 20013. All written sub¬ 
missions will be available for public in¬ 
spection in room 1010. Rosslyn Plaza 
East. 1621 North Kent Street. Arlington. 
Va., 8 15 am to 4:45 pm.. Monday 
through Friday 

FOR FURTHER INFORMATION CON¬ 
TACT: 
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William E. Johnson. Lands Staff, For¬ 
est Service, Department of Agriculture, 
PO. Box 2417, Washington. D.C. 20013. 
703-235-3666. 

SUPPLEMENTARY INFORMATION: 
Pub. L. 94-579 <90 Stat. 2743; 43 U.S.C. 
1715, 17161 and Pub. L. 94-588 <90 8tat. 
2949; 16 U.S C. 1600) amended existing 
authorities for exchanges of National 
Forest System lands and Interests in 
lands and provided new authorities and 
procedures for such exchanges. At this 
time, there arc no rules in Chapter n. 
Title 36, of the Code of Federal Regu¬ 
lations to guide such exchange except in 
36 CFR 251 pertaining to reservations in 
conveyances to the United States. 

The Department of Agriculture has 
determined that the publication of this 
proposed rulemaking is not a major Fed¬ 
eral action significantly affecting the 
quality of the human environment and 
that a detailed statement pursuant to 
section 102<2>(C) of the National En¬ 
vironmental Policy Act of 1969 <42 U.S.C. 
4332<2)(c>> is not required. 

Nora—The Department of Agriculture has 
determined that there it no need to prepare 
an Economic Impact Statement to meet the 
requirements of Executive Order 11949 and 
OMB Circular A-107. 

For the stated reasons, it is proposed 
to issue the following new part to Chap¬ 
ter II, Title 36 CFR: 

PART 254— LANDOWNERSHIP 

Subpart A—Land Exchange* 

Sec, 

254.1 Requirements. 

264.3 Authority. 

264.3 Definitions. 

254.4 Procedures. 

254.6 Initiating an exchange. 

254.6 Legal description of properties. 

254.7 Appraisal. 

254.8 Publication of proposed exchange. 

254.9 Conditions Imposed by other regula¬ 

tion* and Executive Orders 
254 10 Approval. 

154.11 Land exchange agreement. 

254 12 Conveyance document*. 

254 13 Title evidence. 

264.14 Title approval. 

254.15 Taxes, liens and encumbrances. 

Authority: Act of March 20. 1922, as 
amended (16 U.S.C. 485. 486); Act of March 
1. 1911. as amended <16 US.C. 1600); Act of 
July 22. 1937. as amended (7 U.S.C. 1011); 
Act of October 23. 1962 (16 U S.C. 555a); Act 
of October 21. 1976 (43 US.C. 1715, 1716); 
and other applicable laws. 

§ 25 1.1 Krqiiirrnifnb. 

(a) To alleviate land management 
problems created by a complex land- 
ownership pattern of intermingled Na¬ 
tional Forest 8ystem and other lands. 
Congress provided the Secretary of Agri¬ 
culture with broad exchange authorities 
to make adjustments with non-Federal 
owners. Land exchanges are discretion¬ 
ary. voluntary real estate transactions 
between the Secretary of Agriculture act¬ 
ing by and through the Forest Service, 
private owners. States, and other non- 
Federal entities. These transactions may 
Involve the exchange of all or part of the 
real property rights. 

<b> These rules are applicable to all 
National Forest System exchanges, ex¬ 


cept exchanges under the authority of 
the Alaska Native Claims Settlement Act. 
as amended <89 Stat. 1156) and as other¬ 
wise noted. Each exchange authority has 
specific, as well as general, requirements 
which must be met. 

«1) General requirements, ti) Convey¬ 
ance of any National Forest 8ystem 
lands, or interests therein, can only be to 
a person who is a citizen of the United 
States or a corporation that is subject 
to the laws of any State or the United 
States. 

(U) An exchange of land, or Interests 
therein, must be equal in fair market 
value. A cash payment up to 25 percent 
of the market value of the involved Na¬ 
tional Forest System lands, or interests 
therein, may be paid by either party to 
equalize the transaction. The amount of 
the cash equalization payment is not 
limited in exchanges pursuant to the Ex¬ 
change for Schools Act of December 14, 
1967 <81 Stat. 531). 

(Ill) A land exchange transaction must 
be within the same State except where 
otherwise authorized by law. 

<iv) Reservations by the non-Federal 
owner must be subject to the appropriate 
Rules and Regulations of the Secretary 
of Agriculture for such reserved rights, 
except upon special waiver by the Secre¬ 
tary of Agriculture in case of States. 

<2) Specific requirements are the in¬ 
dividual requirements found in each law 
authorizing exchanges. 

§251.2 Authority. 

The Forest Service has a number of 
legal authorities under which exchanges 
may be made. The specific authority to 
be used to complete an exchange Is usu¬ 
ally controlled by the ow nership status of 
the National Forest System lands. There 
is no authority for the Forest Service to 
exchange those public domain lands that 
were withdrawn for use as administrative 
sites only. 

§251.3 Definition*. 

<a> National Forest 8ystem is defined 
In the Act of August 17, 1974 <88 Stat 

480. 16 U.S.C. 1 09). as Including. 

all national forest lands reserved or 
withdrawn from the public domain of 
the United States, all national forest 
lands acquired through purchases, ex¬ 
change, donation, or other means, the 
national grasslands and land utilization 
projects administered under Title in of 
the Bankhead-Jones Farm Tenant Act 
<50 Stat. 525, 7 U.S.C. 1010-1012). and 
other lands, waters, or Interests therein 
which are administered by the Forest 
Service or are designated for administra¬ 
tion through the Forest Service as a part 
of the system.” 

<b) A land exchange agreement is a 
document that identifies the estate to be 
exchanged, all reservations and out¬ 
standing rights, any necessary’ cash 
equalization and all other terms and 
conditions which each party is obligated 
to perform. 

(c) A reservation is created by the 
grantor <landowner) by a clause In a 
deed or other instrument of conveyance 
by which the grantor reserves to himself 


some right, interest, or profit In the 
estate granted. It Is first created by the 
instrument reserving it, such as an ease¬ 
ment. 

<d> An outstanding Interest in land 
exists as the result of a reservation 
created by an owner <grantor) previous 
to the present owners; as such, it is a 
separate and distinct partial title inter¬ 
est from the title interest of the present 
owner. It may also exist as the result of 
a grant of a partial title interest by the 
present or a previous owner. 

The phrase ‘outstanding in third 
parties” is sometimes used to show that 
an outstanding interest in land is owned 
by someone in the chain of title other 
than the present landowner. 

<e) An interest in land, as used in this 
regulation, means a partial title interest 
that is severable as a distinct property 
right versus full fee ownership of the 
land; for example, rights to oil and gas 
production, an easement, or a right to 
cut timber for a specified period of time 

<f) Equal value exchange means an 
exchange of real property, or interest 
therein, where fair market value ap¬ 
praisals show an equal value received by 
each party to the exchange. 

<g) Cash equalization means that any 
value difference shall be equalized by a 
cash payment and may be paid by either 
party. Cash payment by either party 
cannot exceed 25 percent of the value of 
the involved National Forest System land 
<exception: Act of December 14. 1967; 
81 Stat. 531). 

§ 251.4 Procedure*. 

Formal procedures for exchanging 
land are outlined in these rules. Specific 
details are contained in Title 5400 of the 
Forest Service Manual. 

§ 254.5 Initialing an exchange. 

Land exchange proposals may be 
initiated by a private landowner, a ncm- 
Fcdcral public agency, or the Forest 
Service. When an exchange proposal is 
made to the Forest Service, it should be 
made directly to the District Ranger or. 
In some Instances, to the Forest Super¬ 
visor. 

The party initiating an exchange 
should set forth the proposal in writing, 
including. In the case of the non-Fedcral 
owner, a statement of ownership or other 
right to make such an exchange. Permis¬ 
sion should be clearly granted by each 
party to examine the lands of the other. 

§ 254.6 Legal description of properties. 

The lands or interests in lands pro¬ 
posed for exchange must be properly de¬ 
scribed and locatable under the survey 
laws and standards of the United States 
and/or State. The lands may be described 
as part of a Surveyed section or by metes 
and bounds survey. Any survey required 
is the responsibility of each owner un¬ 
less otherwise negotiated. 

§ 251.7 Appraisal. 

The United States follows appraisal 
principles set forth in the Department 
of Justice publication titled “Uniform 
Appraisal Standards for Federal Land 
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Acquisitions." Final determination of 
value of lands or interests proposed for 
exchange by either party rests with the 
Secretary of Agriculture who has dele¬ 
gated this authority to the Chief. Forest 
Service. 

§ 2%>4.S Publication of propo^oil ex¬ 
change. 

A Land Exchange Notice will be pub¬ 
lished for all proposed exchanges once 
a week for four consecutive weeks in a 
newspaper(«) of general circulation in 
the area In which the lands or interests in 
land proposed for exchange are located. 
The purpose of this Notice Ls to advise 
the public of the exchange proposal. 
This will allow anyone having a claim 
to these lands or interests in land to 
notify the appropriate Forest Sendee 
officer and present evidence supporting 
their claim. It also affords opportunity 
for objections to be submitted to the 
Forest Service. All objections must be 
in writing and postmarked or delivered 
within 15 days of the final publication 

8 251.9 Condition* impeded by oilier reg¬ 
ulation* und Executive Order*. 

A land exchange proposal must be In 
compliance with laws, regulations, and 
Executive Orders in effect while the ex¬ 
change is being completed. Some of these 
concern: Evaluation of flood hazard, rare 
and endangered plant and wildlife 
H>ecic*. historical and archaeological 
values, and requirements of the National 
Environmental Policy Act. 

§ 251.10 Approval. 

After preliminary negotiations which 
result in concurrence on an exchange 
proposal, the Forest Service will deter¬ 
mine whether an environmental impact 
statement will be filed os provided In 
section 102 <2HO of the National En¬ 
vironmental Policy Act of 1969 (83 Stat. 
863), Objections received in response to 
the Land Exchange Notice In i 254 8 will 
be considered In making this determina¬ 
tion. When an environmental impact 
latement need not be filed, the Forest 
Service will notify the non-Federal ex¬ 
change party and anyone who filed writ¬ 
ten objections of the decision whether 
the Forest Service plans to proceed with 
the exchange. Where an environmental 
impact statement is filed, objections re¬ 
ceived in response to the Land Exchange 
Notice will be considered in the state¬ 
ment. The decision on the exchange pro¬ 
posal will be sent to those who filed ob¬ 
jections and to the non-Federal exchange 
party Rights of appeal pursuant to the 
Secretary of Agriculture Appeal Regula¬ 
tions (36 CFR 211.19, 36 CFR 292.15(D) 
are applicable to the decisions. 

§ 254.1 I Ixiid rxrlmner agrrrmrnt. 

An exchange agreement may be en¬ 
tered into between the Forest Service 
and the non-Federal landowner. 

8 231.12 < 4imru«nn' document*. 

The deed to the United States must be 
in a form that complies with the De¬ 


partment of Justice "Standards for the 
Preparation of Title Evidence in Land 
Acquisition by the United States." Con¬ 
veyances from the United States will 
be either a Quitclaim Deed from the De¬ 
partment of Agriculture of a Patent 
issued by the Department of the Interior. 
The type of document will depend on the 
ownership status of the National Forest 
8ystem land or Interest In land. 

§ 251.13 Title evidence. 

Evidence of title of land or interests 
being conveyed to the United 8tates must 
be in a form acceptable to the Depart¬ 
ment of Justice, as described in the 
"Standards for the Preparation of Title 
Evidence in Land Acquisition by the 
United States." The non-Federal land- 
owner initiating an exchange proposal 
will usually bear the cost of the re¬ 
quired title evidence. The Forest Service 
may pay the cost of title evidence when 
It is in the interest of the United States 
and provided for in the Exchange Agree¬ 
ment. The United States does not furnish 
formal title evidence to its land 

§ 251.1 1 Title Approval. 

Title to lands being conveyed to the 
United States will be approved by the 
Office of the Oeneral Counsel of the De¬ 
partment of Agriculture. 

§ 251.15 Taxes lien* and encumbrance*. 

Taxes, liens and other encumbrances 
such as mortgages, deeds of trust and 
Judgments must be eliminated or re¬ 
leased in accordance with the require¬ 
ments of the title opinion of the Office of 
the Oeneral Counsel. 

Richard L. Dr estek halts. 

Acting Deputy 
Assistant Secretary. 

December 14. 1977. 

|FR Doc.77 30092 Pllod 12-16 77.8:45 am| 

[ 4110 - 35 ] 

DEPARTMENT OF HEALTH, EDU¬ 
CATION, AND WELFARE 

Public Health Service 
[ 42 CFR Part 50 ] 
STERILIZATION 
Public Mooting 

Cross Reference : For a document an¬ 
nouncing a meeting on January 17, 1978. 
to consider proposed rules on restric¬ 
tions applicable to sterilizations funded 
by the Department of Health. Education, 
and Welfare, see FR Doc. 77-36298 ap¬ 
pearing on this page under Health Care 
Financing Administration <HKW). 


[ 4110 - 35 ] 

Health Care Financing Administration 
[42 CFR Part 50] 

[45 CFR Part 205] 
STERILIZATION 
Public Meeting 

AGENCIES: Health Care Financing Ad¬ 
ministration. Public Health Service, De¬ 


partment of Health. Education, and Wel¬ 
fare. 

ACTION: Notice of Public Meeting. 

8UMMARY: The Administrator of the 
Health Care Financing Administration 
(HCFA> and the Assistant Secretary for 
Health with the approval of the Sec¬ 
retary of Health. Education, and Welfare 
have Issued proposed rules governing 
sterilizations funded by the Department 
in 42 FR 62718 December 13. 1977. These 
proposed rules would revise existing rules 
at 45 CFR 205.34 and 42 CFR 50.201- 
204. The Department will hold a public 
meeting to discuss this proposal. The 
oral and written comments will be con¬ 
sidered in the drafting of the final regu¬ 
lations. 

DATES: The meeting will be held on 
January 17. 1978 from 9:00 a.m. to 5:00 
p.m. Requests to make oral presentation 
at the meeting must be received by Jan¬ 
uary 6, 1978. Three copies of the state¬ 
ment to be presented at the meeting 
should be received by January 12. 1978. 
ADDRESSES: The meeting will be held 
in the Auditorium of the North Building 
of the Department of Health. Education, 
and Welfare, 330 Independence Ave„ 
SW.. Washington. D.C. 20201. 

Those persons wishing to present 
statements at the meeting should apply 
in writing and send three copies of their 
statements to Marilyn Martin, Room 
722-H Hubert Humphrey Bldg.), 200 In¬ 
dependence Avenue SW., Washington, 
D.C. 20201. or to Kay Applcman, Medic¬ 
aid Bureau. H.CT.A., 330 C Street 8W„ 
Washington. D.C. 20201. See Supplemen¬ 
tary Information for content of the re¬ 
quests. 

For those persons who cannot partici¬ 
pate at the meeting, written comments 
may be submitted to the above addresses. 
In addition there will be regional meet¬ 
ings around the country which will be 
announced at u later date. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Marilyn Martin. Public Health Serv¬ 
ice. Department of Health. Education, 
and Welfare. Room 722-H. Humphrey 
Bldg., 200 Independence Ave. SW.. 
Washington, D.C. 20201, 202-245-7581 
Kay Applcman, Medicaid Bureau. 
Health Care Financing Administra¬ 
tion, Department of Health. Educa¬ 
tion. and Welfare. Switzer Bldg.. 330 
C Street SW . Washington. D.C. 20201. 
202-245-0701. 

SUPPLEMENTARY INFORMATION: 
Thin meeting is being held to solicit views 
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PROPOSED RULES 


and experiences of Individuals and orga¬ 
nizations with respect to the issues con¬ 
tained in the notice of proposed rule- 
making governing Federally funded 
sterilizations at 42 FR 62718 December 
13. 1977. In addition the Department 
solicits any evidence, case histories, re¬ 
search or studies relating to sterilization 
abuse or hardship Imposed by the un¬ 
availability of sterilizations. The major 
isssues which the Department would like 
participants to address include: 

1. The appropriateness of defining 
sterilization in the proposed rules as **any 
medical procedure or operation for the 
purpose of rendering an individual per¬ 
manently incapable of reproducing.** 

2. The appropriateness of prohibiting 
Federal funding where hysterectomy is 
used solely as a method of family plan¬ 
ning. In particular comments are soli¬ 
cited on whether there are circum¬ 
stances where it is generally considered 
that hysterectomy is the appropriate 
method of sterilization. 

3. The appropriateness of a 30 day 
waiting period between giving consent 
and performing the sterilization. 

4. The effectiveness of the consent 
procedures contained in the proposed 
rules for assuring that the patient un¬ 
derstands the nature and consequences 
of sterilization and voluntarily consents 
to its performance. 


5. The appropriateness of establishing 
21 as the minimum age for Federally 
funded sterilizations. 

8. The appropriateness of prohibiting 
Federal funding of sterlizations for any 
person mentally incompetent under law 
or in fact without regard to their capac¬ 
ity to give Informed consent to the 
sterilization. 

7. The appropriateness of funding 
sterilizations of people who are mentally 
incompetent but who. nevertheless, have 
the capacity to understand the nature 
and consequences of sterilization and to 
consent voluntarily to its performance. 

8. The effectiveness of procedures in 
the proposed rules designed to ensure 
that mental incompetents are not steri¬ 
lized without their informed consent. 

9. The appropriateness of prohibiting 
Federal funding of sterilizations of 
mental Incompetents Incapable of giving 
informed consent to be sterilized. 

10. The appropriateness of extending 
special procedures to the sterilization of 
institutionalized people. 

11. The extent to which the proposed 
rules token as a whole achieve the twin 
objectives of <1) permitting access to 
sterilizations and (2) controlling sterili¬ 
zation abuse. 

12. The appropriateness and effec¬ 
tiveness of requiring that for all Fed¬ 


erally funded hysterectomies the patient 
must be informed that the hysterectomy 
will render her permanently Incapable 
of reproducing. 

Requests to present statements at the 
meeting should Include the name, address 
and telephone number of the participant 
and organizations represented, if any. as 
well as the Issues upon which the person 
wishes to be heard. In the event that 
time does not permit all interested per¬ 
sons to make oral presentations, persons 
will be selected to to assure that all 
points of view are fairly represented. 
Each person will be given ten minutes 
to present a statement. Each participant 
will also have an opportunity to submit 
a written statement and other data for 
the record. 

The hearing will be conducted in an 
informal manner and will be chaired by 
Dr. Julius Richmond, Assistant Secretary 
for Health, and Robert Derzon. Admin¬ 
istrator. Health Care Financing Admin¬ 
istration. 

Dated: December 15. 1977. 

Da. Julius Richmond. 

.4j5i5fcnf Secretary for Health. 

Robert Derzon. 

Administrator . Health 
Care Financing Administration . 
tFR Doc.77-36298 Piled 12-16-77; 11:24 am| 
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notices 


THk section of the FEDERAL REGISTER contains documents other than rules or proposed rules that ore oppfkable to the public. Notices of hearings o«d 
investigations, committee meetings, agency decisions and rulings, delegations of outhority. filing of petitions ond applications ood agency statements of 
orgooiiotton ond functions ore examples ol documents appearing in this section. 


13410-11) 

DEPARTMENT OF AGRICULTURE 

Forest Service 

PACIFIC CREST NATIONAL SCENIC TRAIL 
AOVtSORY COUNCIL 

Notice of Meeting 

A meeting of the Washington Sub* 
,:roup of the Pacific Crest National 
Scenic Trail Advisory Council will be 
held at 7 p.m.. January 18. 1978. In the 
Conference Room. Forest Supervisor's 
Office, Mt. Baker-Snoquolmie Nation¬ 
al Forest. 1501 Second Avenue Build¬ 
ing. Seattle. Wash. 98101. 

Agenda items Include a review of 
action taken at the August Council 
meeting to determine the necessary 
followup, preparation of plans for the 
1978 Council meeting and discussion 
of management problems along the 
Pacific Crest National Scenic Trail. 

The meeting will be open to the 
public. Persons who wish to attend 
should notify DonaJd A. Warmon, c/o 
Regional Forester, P.O. Box 3623. 
Portland. Oreg. 97208. 503-221-3844. 
Written statement may be filed with 
the Subgroup before or after the 
meeting. 

Dated: December 13. 1977. 

J. W. Deinema. 

Deputy Chief* 

[FR Doc. 77*36087 Piled 12-16-77; g:45 ami 


[6320-01] 

CIVIL AERONAUTICS BOARD 

iDocket No, 311171 

CLUB MED, INC. FOREIGN AIR CARRIER 
PERMIT 

Nofko of PoitpomiMnt of Mooring 

By notice of November 17. 1977 <42 
FR 59993. November 23. 1977) a pre- 
hearing conference and hearing were 
assigned to be held at the offices of 
the Board on December 20. 1977. On 
December 13. Counsel for the Bureau 
of Operating Rights filed an objection 
to holding the hearing immediately 
after the conclusion of the prehearing 
conference, and requested that the 
hearing be rescheduled to some early 
date thereafter. Counsel for the appli¬ 
cant indicated that he wouldT not 
object to a modest delay in the pro¬ 
ceeding. 

Upon consideration of the matters 
contained in the request, the hearing 


in this proceeding is postponed from 
December 20. 1977. to January 5. 1978. 
at 10 a.m. (local time), in room 1003. 
Hearing Room B. Universal North 
Building, 1875 Connecticut Avenue 
NW.. Washington. D.C. 

Dated at Washington, D.C., Decem¬ 
ber 13. 1977. 

Thomas P. Sheehan, 
Administrative Law Judge. 

I FR Doc. 77-36086 Filed 12-16-77; 8 45 ami 


(6320-01) 

(Docket No. 31366) 

DANZAS AG (SWITZERLAND), D B A. ALL- 
AIRTRANSPORT INC (U.S.A) 

Pr» Hoofing Confer* pk« ond Ho a ring 

Notice is hereby given that a pre- 
hearing conference in this proceeding 
is assigned to be held on January 3. 
1978, at 9:30 a.m. (local time), in room 
1003. Hearing Room B. Universal 
North Building, 1875 Connecticut 
Avenue NW., Washington. D.C., before 
Administrative Law Judge Richard M. 
Hartsock. 

Notice is also given that the hearing 
may be held immediately following 
conclusion of the prehearing confer¬ 
ence unless a person objects or shows 
reason for postponement on or before 
December 28, 1977. 

Ordinary transcript will be adequate 
for the proper conduct of this proceed¬ 
ing. 

Dated at Washington, D.C., Decem¬ 
ber 13. 1977. 

Nahum Lot. 

Chief Administrative Law Judge. 

[FR Doc. 77-36124 Filed 12-16-77: 8:45 ami 


(6320-01) 

(Docket Nos. 28981; 29015: Order 77-12-651 

HUGHES AIRWEST AND WESTERN AIR UNES 

Otdor Consolidating ond Sotting Applications 
for Hoofing in Accordonco With Subport M 

Pr e co d ur st 

Adopted by the Civil Aeronautics 
Board at its office in Washington, 
D.C- on the 12th day of December 
1977. 

On March 12, 1978, Hughes Airwest 
filed an application, under subpart M 
of part 302 of the Board's procedural 
regulations, requesting an amendment 
of its certificate of public convenience 


and necessity for route 97 to permit 
nonstop operations between: Fresno. 
Calif., and Portland. Oreg.; Fresno and 
Seattle /Tacoma, Wash.; Sacramento, 
Calif., and Phoenix. Ariz.; Sacramento 
and Portland, Oreg.; and Sacramento 
and Seattle/Tacoma. Airwest current¬ 
ly holds on-segment one-stop author¬ 
ity in all of these markets, except Sac- 
ramento-Seattle, in which it has two- 
stop authority. By order 76-9-111, 
September 21. 1976. the Board found 
that Airwest** application should be 
processed for three markets: Fresno- 
Portland, Sacramento-Phocnix, and 
Sacramento-Seattle. In addition, the 
Board required Airwest to file an 
amended application. Airwest did so 
on December 20. 1976. 

On January 21. 1977. Western filed a 
motion to consolidate with Airwcst's 
amended subpart M application the 
portion of its application in docket 
29015 which requests Sacraroento-8e- 
attle/Tacoma nonstop authority. 

Answers in support of Airwest’s 
amended application were filed by the 
Arizona Department of Transporta¬ 
tion, the City of Phoneix, Ariz.. and 
Portland parties. 1 the Puget Sound 
Traffic Association, the Ontario 
Chamber of Commerce, and the 
County of Sacramento. Calif. The 
Tucson Airport Authority filed a peti¬ 
tion to intervene.* 

Answers in opposition to Airwcst's 
amended subpart M application were 
filed by United Air Lines and Western 
Air Lines. United argues that Airwest’s 
financial forecast Is unreliable because 
it understates diversion and overstates 
stimulation and participation, and also 
fails to account for competitive reac¬ 
tions by trunk carriers In several of 
the markets in which It projects traf¬ 
fic. United contends that a full sub¬ 
part A hearing is necessary to process 
Airwcst's application. Western takes 
no position on the grant of nonstop 
Sacramento-Phocnix or Fresno*Port¬ 
land authority to Airwest. but does 
contend that Western, rather than 
Airwest. should receive Sacramento- 
Seattle nonstop authority. Western re¬ 
quests that Alrwest's amended applica¬ 
tion be set for hearing and that West¬ 
ern's application in docket 29015 for 


* The City of Portland, Oreg., the Portland 
Chamber of Commerce, the Portland 
Freight Traffic Association and the Port of 
Portland. 

•Wc will grant Tucson** petition. 


FIDfRAL REGISTER, VOL 42, NO. 243—MONDAY, DECEMBER 19, 1977 











636*1 


Sftcramento-Scattlc authority be con¬ 
solidated with Airwest’s application. 

On February 15, 1977, Alrwcst filed 
a consolidated reply to the answers of 
United and Western. Western filed a 
reply to answers by United, the City of 
Phoenix, and the County of Sacra¬ 
mento to Alrwcst’s application. 

Answers in support of Western’s 
motion to consolidate were filed by 
the Ontario Chamber of Commerce 
and the County of Sacramento. 

United filed an answer in opposition 
to Western’s motion. In which it al¬ 
leges that Western is mistaken in pro¬ 
jecting an operating profit because it 
has faded to account for the cost of its 
Ontario-Sacramento flight and has 
relied on overly optimistic passenger 
and revenue forecasts. 

Western filed a reply to United's 
answer.* 

We have decided to set Airwest's 
amended application for hearing 
under the procedures prescribed by 
Subpart M and to consolidate West 
em’s application in docket 29015 with 
Alrwest’s amended application In 
docket 28981. 

Finally, Airwest and Western have 
not submitted sufficient information 
(or us to determine the environmental 
consequences of their applications. 
Therefore, we will require both of 
them to file the information set forth 
in part 312 of the Board's procedural 
regulations within 30 days of the date 
of the adoption of this order. 

Accordingly, if is ordered . That: L 
The amended application of Hughes 
Airwest, Inc., In docket 28981, be set 
down for hearing before an adminis¬ 
trative law judge of the Board at a 
time and place to be hereafter desig¬ 
nated. as the orderly administration of 
the Board’s docket permits; 

2. The motion of Western Air Lines. 
Inc., to consolidate its application in 
docket 29015 with Hughes Alrwest’s 
application in docket 28P81 be granted; 

3. The petition of the Tucson Air¬ 
port Authority for leave to Intervene 
be granted; and 

4. Hughes Airwest and Western Air 
Lines shall each file environmental 
evaluations pursuant to § 312.12 of the 
Board's procedural regulations within 
30 days from the date of adoption of 
this order 

This order shall be published In the 
Federal Register.* 


•In the same document. Western replied 
to All-west's arguments against awarding It 
84cramrnU>'Scaitie authority. Alrwe*t‘s ar¬ 
guments. howr\rr. are part of lit reply of 
February 15. 1977, to Western** answer, and 
not an answer in opposition to Western’a 
motion to consolidate. Western, therefore, 
has filed a reply to a reply, which la con¬ 
trary to rule 6(b) of the Board's procedural 
regulations. In the Interests of as full a tub- 
part 11 record as possible and in the absence 
of any opposition to Western's reply on pro¬ 
cedural grounds, however, we will accept the 
pleading. 

•All Members concurred 


NOTICES 

By the Civil Aeronautics Board. 

Phyllis T. Kaylor. 

Secretary . 

IFR Doc. 77-56126 Filed 12-16-T7; 8 45 ami 


( 6320 - 01 ] 

[Docket No 314MI 

UNCAS AEKfAS MAOONAiES. S.A. 4 * CV. 

Ai^mmM »l fu m d a i. 

This proceeding is hereby assigned 
to Administrative Law Judge Thomas 
P. Sheehan. Future communications 
should be addressed to Judge Shee¬ 
han. 

Dated at Washington. D.C.. Decem¬ 
ber 13. 1977. 

Nahum Lot. 

Chief Administrative Law Judge . 

IFR Doc. 77 3612S Filed 12-16-77; 8 45 ami 


13510-071 

DEPARTMENT OF COMMERCE 

8*r*ov of H»o Camus 

ANNUAL SURVEYS IN MANUFACTURING 
AREA 

Dolofsiiootioo 

In conformity with title 13. United 
State* Code, sections 182. 224, and 225. 
and due notice having been published 
on November 7. 1977 (42 FR 57982), I 
have determined that annual data to 
be derived from the surveys listed 
below are needed to aid the efficient 
performance of essential governmen¬ 
tal functions and have significant ap¬ 
plication to the needs of the public 
and industry. The data derived from 
these surveys, most of which have 
been conducted for many years, are 
not publicly available from nongovern¬ 
mental or other government sources. 

Report forms. In most Instances fur¬ 
nishing data on shipments and/or pro¬ 
duction and in some instances on 
stocks, unfilled orders, orders booked, 
consumption, etc., will be required for 
all or a .sample of establishments en¬ 
gaged in the production of the Items 
covered by the following list of sur¬ 
veys. 

The surveys have been arranged 
under major group headings shown in 
the Standard Industrial Classification 
Manual (1972 edition) promulgated by 
the Office of Management and Budget 
for the use of Federal statistical agen¬ 
cies. 

Major Group 22-Textile Mill Products » 

Broadwoven good*, narrow fabrics, yam 

production. 


Major Grout 23— Apparel and Other Proiv 
ucts Made From Fashjcs and Similar Ma 

TOUALS 

Gloves and mittens; apparel; brassieres, cor 
sets, and allied garments. 

Major Oroup 24-Lumber and Wood 
Products. Except Fuawmnui 

Hardwood plywood, softwood plywood, 
lumber. 

Major Group 26—Paper and Allied 
Products 

Pulp, and detailed grades of paper and 
board. 

Major Group 26—Chemicals akd Allied 
Products 

Sulfuric acid; Industrial gases; Inorganic 
chemicals; pharmaceutical preparations, 
except biological*. 

Major Group 29-Petroleum Repining akd 
Related Industries 

Asphalt and tar roofing and siding products. 

Major Group 30— Rubber akd 

Miscellakbous Plastics Products 

Rubber, plastics products. 

Major Group 31—Leather akd Lkatmep 
Products 

Shoes and slippers (by method of construe 
tk>n). 

Major Grout 32— Stoke. Clay akd Glass 

Consumer, scientific, technical, and tndu* 
trial glassware; fibrous glass. 

Major Group 33—Primary Metal 
Industries 

Steel mill products. Insulated wire and 
cable, magnesium mill products. 

Major Group 34— Fabricated Metal Prod 
ucts Except Ordnance. Machinery, akd 
Traksportatxon Equipment 

Commercial steel, forgings, steel power boil 
ers, heating and cooking equipment, metal 
cans. 

Major Group 36—Machinery. Except 
Electrical . 

Internal combustion engines; tractors, farm 
machines and equipment; mining machln 
cry and equipment; refrigeration and air 
conditioning equipment. Including warm 
air furnaces; office, computing, and ac¬ 
counting machines; pumps and compre* 
sore; selected Industrial air pollution con¬ 
trol equipment; construction machinery 

Major Group 36— Electrical Machinery, 
Equipment, akd Supplies 

Radios, televisions, and phonographs, 
motors and generators: wiring devices and 
supplies; switchgear, switchboard appars 
tus, relays, and industrial control* select 
ed clectonlc and associated products, in 
eluding telephone and telegraph appara 
tus; electric housewares and fans; electric 
lighting fixtures; major household appti 
ances. 

Major Group 37—Transportation 
Equipment 

Aircraft propellers. 
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Major Grout 38— Professional. 8anmnc, 
and Controlling Instruments; Photo¬ 
graphic and OmcAL Good a; Watches and 
Clocks 

Selected instruments and related products, 
atomic energy products and services. 

The following survey represents an 
annual supplement of monthly and 
quarterly surveys and will cover the 
same establishments canvassed in the 
monthly or quarterly survey. There 
will be no duplication of reporting. # 
however, since the type of data collect¬ 
ed on the annual supplement will be 
different from that collected In the 
more frequent surveys. 

Major Grout 32-Stone. Clay, and Olass 
Glass containers. 

The following list of surveys repre¬ 
sents annual counterparts of monthly 
and quarterly surveys and will cover 
only those establishments which are 
not canvassed or do not report in the 
more frequent surveys. Accordingly, 
there will be no duplication In report¬ 
ing. The content of these annual re¬ 
ports will be identical with that of the 
monthly and quarterly reports. 

Major Grout 20—Pood and Kindred 
Products 

Flour milling products. 

Major Grout 22—Textile Mill Products 

Finishing plant report—broadwoven fabrics; 
consumption of wool and other fibers, and 
production of tops and noils; carpet and 
rugs; knit fabrics production. 

Major Grout 23—Attarel and Other Fin¬ 
ished Products Made Prom Fabrics and 
Similar Materials 

Sheets, pillowcases, and towels. 

Major Grout 25—Furniture and Fixtures 
Mattresses and bedsprtnga. 

Major Grout 28—Pater and Allied 
Products 

Converted flexible packaging products. 

Major Grout 28— Chemicals and Allied 
Products 

Phosphatlc fertiliser materials; paint, var¬ 
nish, and lacquer. 

Major Grout 30—Rubber and 
Miscellaneous Products 

Plastic bottles. 

Major Grout 32— Stone, Clay, and Glass 

Flat glass, glass containers, refractories, 
clay construction products. 

Major Grout 33—Primary Metal 
Industries 

Nonferrous castings. Iron and steel found¬ 
ries. steel inventories (consumers and pro¬ 
ducers reports), copper Inventories. 

Major Grout 34-Fabjucatxd Metal Prod¬ 
ucts Excttt Ordnance, Machinery, and 
Transtortation Equitment 

Plumbing fixtures, steel shipping drums, 
and palls, closures for containers. 


NOTICES 

Major Grout 35—Machinery, Excett 
Electrical 

Construction machinery. 

Major Grout 38—Electrical Machinery. 

Equipment, and Supplies 

Fluorescent lamp ballast*. 

Major Grout 37—Transtortation 
Equipment 

Aircraft rngtnes; complete aircraft; backlog 
of orders for aircraft, space vehicles, mis¬ 
siles. engines, and selected parts; truck 
trailers. 

The annual survey of manufactures 
will be conducted Jointly with the 
quinquennial census of manufactures 
and will call for general statistical 
data such a s employment, payroll, 
manhours, capital expenditures, cost 
of materials consumed, gross book 
value of fixed assets, retirements, de¬ 
preciation. rental payments, supple¬ 
mental labor costs, value of products 
exported, etc., in addition to informa¬ 
tion on the quantity of fuels used. 
This survey, while conducted on a 
sample basis, will cover all manufac¬ 
turing Industries including data on 
plants under construction but not In 
operation. 

A supplement to the annual survey 
of manufactures will collect annual 
sales and unfilled orders data for 
multi-establishment companies. 

A survey of research and develop¬ 
ment costs will be conducted also. The 
major data to be obtained will Include 
total research and development costs 
of work performed by the company, 
distributed by source of funds, type of 
expenditures, product field, and of re¬ 
search and geographic State where 
the research Is performed. Data will 
also be obtained on the number of sci¬ 
entists and engineers employed and. 
for comparative purposes, total net 
sales and receipts, and total employ¬ 
ment of the company. 

A survey on shipments to. or receipts 
for work done for. Federal Govern¬ 
ment agencies and their contractors 
and suppliers is planned to provide in¬ 
formation on the Impact of Federal 
procurement on selected Industries 
and on the economy of States, stan¬ 
dard metropolitan statistical areas, 
and geographic regions. 

The annual survey of oil and gas will 
canvass the Industry which provides 
most of the fuel consumed in the 
United States, as well as a substantial 
portion of the raw material require¬ 
ment of many industries. The survey 
will collect information on explora¬ 
tion. development, and production 
costs; sales volumes and revenues; 
drilling; and assets in the crude petro¬ 
leum and natural gas industry. 

The annual survey on pollution 
abatement expenditures is designed to 
collect from the manufacturing area 
total expenditures made by industry 
to abate pollutant emissions. The 
survey covers current operating costs 


• 636o5 

and capital expenditures made by In¬ 
dustry to reduce pollution in its air, 
water or solid forms. It will also obtain 
the costs recovered from abatement 
activities and quantities of pollutants 
abated. 

The survey of plant capacity will call 
for general statistical data such as 
number of shifts, or the number of 
production workers for actual, pre¬ 
ferred and practical operating rates, as 
well as direct Information on the oper¬ 
ation rates, the reasons for operating 
at less than capacity, and the length 
of time required to reach and to main¬ 
tain practical rates. The survey will be 
done on a sample basis and cover all 
manufacturing industries. 

The report forms will be furnished 
to firms included In these surveys and 
additional copies are available on re¬ 
quest to the Director, Bureau of the 
Census. Washington, D C. 20233. 

I have, therefore, directed the 
annual surveys be conducted for the 
purpose of collecting the data hereina¬ 
bove described. 

Dated: December 13. 1977. 

Manuel D. Plotkin. 

Director, 

Bureau of the Census. 

CFR Doc. 77-38134 Piled 12-18-77; 8:45 ami 


[3510-25) 

Foreign- Trod# Zon«« 8ocrd 

lDocket No. 14-77) 

APPLICATION FOR EXPANSION OF FOREIGN- 
TRADE ZONE NO. 25, BROWARD COUNTY* 
FLA. 

Notice la hereby given that the Port 
Everglades Authority (the Port), Port 
Everglades, Fla., Grantee of Foreign- 
Trade Zone No. 25. has applied to the 
Foreign-Trade Zones Board (the 
Board) requesting authority to expand 
the recently approved zone in Broward 
County with the addition of 51.7 acres 
of contiguous Port-owned land. The 
Application was formally filed by the 
Board on December 9. 1977. The pre¬ 
sent zone and the requested expansion 
area are entirely within the Port Ever¬ 
glades Customs port of entry. 

The Port Everglades zone was autho¬ 
rized by the Board on December 27, 
1976 (Board Order No. 113). It covers 
30 acres within an industrial park area 
on Port property. 2 miles east of the 
Fort Lauderdale/Hollywood Interna¬ 
tional Airport and 1 mile from the 
Port's harbor facilities. Warehouse- 
type facilities are now under construc¬ 
tion on the site, with completion 
slated for July 1978. Meanwhile, the 
Port Is providing zone services at a 
nearby warehouse facility approved by 
the Board as a temporary foreign- 
trade zone site on July 19. 1977 (Board 
Order No. 120). This building is al¬ 
ready completely leased, and space in 
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excels of what Is under construction 
on the permanent site has been re¬ 
quested by Interested users. Of the 
present zone area, 15 acres are being 
resen*ed for firms wishing to construct 
their own facilities, and are expected 
to be fully occupied by the end of 
1978 

The application for expansion re 
quests zone status for a 51.7 acre tract 
of land owned by the Port and located 
contiguous to the southern boundary 
of the existing zone. The Port states 
that this additional zone acreage is 
needed for planning and development 
to meet the needs of new prospects in 
the immediate future. Among the pro¬ 
spective tenants are firms which 
would use the zone for assembly, exhi¬ 
bition. Inspection, light manufacturing 
or warehousing, involving the follow¬ 
ing products: blankets, electronic de¬ 
vices. hardware, rubber, sailboats, spe¬ 
cialty hardwood, watches, and wine. 

Copies of the Port's application for 
expansion are available for inspection 
at the following locations. 

U8 Department of Commerce District 
Office, room 821. City National Bank 
Building, 25 Wert Flagler Street. Miami. 
Fla. 221 ) 0 . 

Office of the Executive Secretary. Foreign 
Trade Zones Board, room 6886B. U S De¬ 
partment of Commerce, Mth and E 
Streets NW„ Washington. D.C. 20230 

In accordance with the Board's regu¬ 
lations an Examiners Committee has 
been appointed to investigate the ap¬ 
plication and report thereon to the 
Board The committee consists of: 
Hugh J. Dolan. Chairman, Office of 
the Secretary, U.S. Department of 
Commerce, Washington. D C. 20230: 
Jamas R. Cahill. Director. Inspection 
and Control Division. U.S. Customs 
Service. Region IV. 7370 N.W 36th 
Street. Miami. Fla. 33166; and Colonel 
Donald A. Wisdom. District Engineer. 
U.S. Amy Engineer District. Jackson¬ 
ville. P.O. Box 4070. Jacksonville. Ha. 
32201. 

Comments concerning the proposed 
expansion are Invited in writing from 
interested persons and organizations. 
They should be addressed to the 
Board's Executive Secretary at the 
above address and postmarked on or 
before December 30, 1977. 

Dated: December 12. 1977. 

John J. Da Ponte, Jr.. 

Executive Secretary. 
IFR Ooc. 77 360S5 Filed 12^ 16-77; 6:45 ami 

13510 - 12 ] 

Nv»ior*al Ocean k and AtmatphatU 
Administration 

f*ANCJS L VINCI NT 

Note* of ffocoipt of Application for CortiHcoto 
of Inscription 

Notice is hereby given that the fol¬ 
lowing applicant has applied In due 


and timely' form for a Certificate of 
Exemption under Pub. L. 94 359, and 
the regulations issued thereunder (50 
CFR Part 222. 5ubpart B), to engage 
in certain commercial activities with 
respect to pre-Act endangered species 
parts or products. 

Applicant Francis L. Vincent, db.a. 
Vincent Associates. P.O. Box 294. 727 
High Street, Westwood. Mass. 02090. 

Period of Exemption. The applicant 
requests that the period of time to be 
covered by the Certificate of Exemp¬ 
tion begin on the date of the original 
issuance of the Certificate of Exemp¬ 
tion and be effective for a 3-year 
period. 

Commercial activities exempted . (1) 
The prohibitions, as set forth tn sec¬ 
tion 9<aMlKE) of the act. to deliver, 
receive, carry, transport, or ship in In¬ 
terstate or foreign commerce, by any 
means whatsoever, and in the course 
of a commercial activity any such spe¬ 
cies part; (10 The prohibitions, as set 
forth in section 9taXlXF> of the act. 
to sell or offer for sale in interstate or 
foreign commerce any such species 
part. 

Parts or products exempted. A total 
of approximately 2.334 finished scrim¬ 
shaw products consisting of 2,008 Jew¬ 
elry items, 173 etched whale teeth. 15 
etched pieces of whale teeth. 91 items 
carved from whale teeth. 43 items 
carved from whale bone and 4 etched 
pieces of w'hale bone. 

Written comments on this applica¬ 
tion may be submitted to the Enforce¬ 
ment Division, National Marine Fish¬ 
eries Service, Department of Com¬ 
merce, Washington. D.C. 20235, on or 
before January' 18. 1978. 

Dated: December 13. 1977. 

Roland Finch. 

Acting Deputy Assistant Director, 

/or Fisheries Management 
(PR Doc T7-36128 Filed 12-16-77; 8:45 ami 


[ 3128-01 ] 

DEPARTMENT OF ENERGY 

OHk» of t IT 8 0f^OVPnVR8fltoi and ln»tftutior>ol 
I •lotion i 

SOLAR WORKING GROUP 
Mooting 

Pursuant to the provisions of the 
Federal Advisory Committee Act (Pub. 
L. 92-483. 86 Stat. 770), notice is 
hereby given that the Solar Working 
Group will hold a meeting on January 
11 and 12. 1978, from 9 a.m. to 5 p.m 
each day in room 4222C. 20 Massachu¬ 
setts Avenue NW„ Washington. D.C. 

The Working Group was established 
u> provide guidance and evaluation by 
making an assessment of ERDA's solar 
programs. 

The purpose of the meeting is for 
the Working Group to discuss its 


report on the present and projected 
levels of effort in the technologies for 
the solar program. 

The meeting is open to the public. 
The Chairman is empowered to con 
duct the meeting in a manner that In 
his Judgment will facilitate the orderly 
conduct of business. Any member of 
the public who wishes to file a written 
statement with the Committee will be 
permitted to do so. either before or 
after the meeting. Members of the 
public who wish to make oral state¬ 
ments should Inform Georgia Hil¬ 
dreth. Acting Director, Advisory Com¬ 
mittee Management, 202-566-9996. at 
least 5 days prior to the meeting and 
reasonable provision will be made for 
their appearance on the agenda. 

Further information concerning this 
meeting may be obtained from the Ad¬ 
visory Committee Management Office. 

The transcript of the meeting will be 
available for public review at the Free¬ 
dom of Information Public Reading 
Room, room 2107, Federal Building. 
12th and Pennsylvania Avenue NW„ 
Washington. D.C., between the hours 
of 8 a.m and 4:30 pjn., Monday 
through Friday, except Federal holi¬ 
days. Any person may purchase a copy 
of the transcript from the reporter. 

Issued at Washington. D.C.. on De¬ 
cember 13, 1977. 

William 8. Heftelfingkr. 

Director q/A dministration. 
(FR Doc. 77-36068 Filed 12 16-77; 8:45 ami 


[ 6740 - 02 ] 

lodorol Inorgy Rogulotory Commission 

rDocket No. ER78 771 

A LAS AM A ROWER CO. 

Nofko of filing 

December 14, 1977. 

Take notice that Alabama Power Co 
(Alabama), on December 1. 1977. ten 
dcre d fo r filing proposed changes in 
its FERC Electric Tariff. Original 
Volume No. 1. The Company states 
that the proposed changes would In¬ 
crease revenues from Jurisdictional 
sales and service by $18,375,860 based 
on the calendar year 1978. The Com 
pany is proposing that the Increase 
become effective in two steps with the 
first step representing one-half of the 
total increase proposed to be effective 
on January 1. 1978. The Company pro¬ 
poses the second step to become effec¬ 
tive on December 1. 1978, and the 
Company therefore requests waiver of 
the Commission's notice requirements. 

The Company estimates Its rate of 
return on its rate base from its sales to 
distribution cooperatives and munici¬ 
palities In the calendar year 1978 to be 
(i) 4.83 percent from its sales to mu- 


FEDERAL REGISTER, VOL. 42. NO. 243—MONO AY. 0ECIM8ER 19. 1977 








NOTICES 


63657 


nicipalities. and (U) 5.57 percent from 
its sales to rural electric cooperatives 
under existing rates. The Company 
states that such rates of return are far 
below its embedded cost of debt and 
are inadequate to attract capital re¬ 
quired by the Company. 

According to the Company copies of 
the filing were served upon the affect¬ 
ed distribution cooperatives and mu¬ 
nicipalities. Alabama Public Service 
Commission and Southeastern Power 
Administration. 

Any person desiring to be heard or 
to protest said application should file 
a petition to intervene or protest with 
the Federal Energy Regulatory Com¬ 
mission. 825 North Capitol Street NE., 
Washington. D.C. 20426, In accordance 
with sections 1.8 and 1.10 of the Com¬ 
mission's rules of practice and proce¬ 
dure (18 CFR 1.8. 1.10). Ail such peti¬ 
tions or protests should be filed on or 
before December 21. 1977. Protests 
will be considered by the Commission 
in determining the appropriate action 
to be taken, but will not serve to make 
Protestants parties to the proceeding. 
Any person wishing to become a party 
must file a petition to intervene. 
Copies of this application are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretary. 

(FR Doc. 77-3610S Filed 12-16-77; 8:45 ami 


16730-01] 

FEDERAL MARITIME COMMISSION 

(Independent Ocean Freight Forwarder 
License No. 13001 

IREKTCHI INTERNATIONAL 
Ord#r of Revocation 

On December 2. 1977, Saleh Ipektchi 
d.b.a. Ipektchi International, 79-10 
Elks Road. Elmhurst. N.Y. 11373. vol¬ 
untarily surrendered his Independent 
Ocean Freight Forwarder License No. 
1300 for revocation. 

By virtue of authority vested In me 
by the Federal Maritime Commission 
as set forth In Manual of Orders. Com¬ 
mission Order No. 201.1 (Revised), sec¬ 
tion 5.01(c). dated August 8. 1977; 

tt it ordered, That Independent 
Ocean Freight Forwarder License No. 
1300 issued to Saleh Ipektchi d.ba. 
Ipektchi International, be and is 
hereby revoked effective December 2, 
1977. without prejudice to reapply tor 
a license in the future. 

ft is further ordered. That a copy of 
this Order be published in the Federal 
Register and served upon Saleh 
Ipektchi d.b.a. Ipektchi International. 

Leroy F. Fuller, 
Director , Bureau of 
Certification and Licensing. 
(FR Doc. 77-38133 Filed 12-16-77; 8:45 ami 


[6730-01] 

(Docket No. 77-60; Agreement No. 5700-28 
(Modification of a Conference Agreement)! 

NEW YORK FREIGHT BUREAU AGREEMENT 
Order of Invettigotion and Hoofing 

Pursuant to section 15 of the Ship¬ 
ping Act. 1916, an Agreement entered 
into by the member lines of the New 
York Freight Bureau has been filed 
for approval and assigned Federal 
Maritime Commission No. 5700-26. 
The Agreement would extend the in- 
termodal authority of the New York 
Freight Bureau, as set forth In Article 
6 of the Conference Agreement, for an 
unlimited period beyond the recent ex¬ 
piration date of April 21, 1977. Addi¬ 
tionally, Agreement No. 5700-26 would 
amend Article 6 to remove the require¬ 
ment that its superseding intermodal 
tariff shall have rates, terms and con¬ 
ditions of carriage comparable to 
those of its member lines' Intermodal 
tariffs. 

Section 15 of the act requires the 
Commission to disapprove any agree¬ 
ment which it finds to be unjustly dis¬ 
criminatory or unfair, detrimental to 
the commerce of the United States, 
contrary to the public Interest, or vio¬ 
lative of the Shipping Act. 

Because Agreement No. 5700-26 pro¬ 
vides for the fixing of rates, it is per se 
violative of the U.S. antitrust laws 
and, as such, is contrary to the public 
Interest, unless justified. 

In order to Justify the Agreement, 
proponents must demonstrate that the 
Agreement is required by a serious 
transportation need, or is necessary to 
secure important public benefits or is 
in furtherance of a valid regulatory 
purpose of the Shipping Act. 1916. or 
is otherwise in the public interest. The 
Commission is required to disapprove 
Agreement No. 5700-26 unless there is 
substantial evidence before the Com¬ 
mission to support a finding that the 
Agreement Is Justified. Federal Mari¬ 
time Commission v. Aktiebolagel 
Svenska Amtrika Linien, 390 U.S. 238, 
240(1968). 

The New York Freight Bureau was 
initially granted Intermodal authority 
to establish point-to-point, potnt-lo- 
port and port-to-point, through and 
Joint rates on January 23. 1973. There¬ 
after. said authority was extended on 
four separate occasions. During the in¬ 
tervening 4 years In which the New 
York Freight Bureau had authority to 
file an intermodal tariff, an interior 
point Joint rate tariff had never been 
filed. 

The Chairman of the New York 
Freight Bureau submilted an affidavit 
in support of an indefinite extension 
of the Conference's intermodal au¬ 
thority. 

Upon consideration of the affidavit, 
the Commission found that propo¬ 
nents had failed to Justify the continu¬ 


ation of their Intermodal authority. 
Consequently, the Commission issued 
an Order of Conditional Disapproval 
of Agreement No. 5700-26 wherein the 
Commission stated that the Agree¬ 
ment was disapproved effective July 0. 
1977 unless, on or before July 5, 1977 
proponents should file with the Acting 
Secretary of the Federal Maritime 
Commission, a request for hearing. 

By letter dated July 5, 1977, counsel 
for New York Freight Bureau request¬ 
ed a hearing stating in part: 

The proponents do not visualise the need 
for a trial type evidentiary hearing but 
rather would deem appropriate the submis¬ 
sion of verified statements, statistical data. 
Bureau resolutions, intermodal tariff exhib¬ 
its and written argument based thereon. 
The taking of oral testimony is not regarded 
as essential to show the approvability of 
this Agreement and. consequently. It is not 
requested. 

In view of this request, the Commis¬ 
sion believes that an investigation and 
hearing should be ordered. 

Now\ therefore, it is ordered. That, 
pursuant to sections 15 and 22 of the 
Shipping Act. 1916, an investigation 
and hearing is hereby commenced in 
order to determine whether Agree¬ 
ment No. 5700-26 is unjustly discrimi¬ 
natory or unfair as between carriers, 
shippers, exporters. Importers, or 
ports, or between exporters from the 
United States and their foreign com¬ 
petitors. detrimental to the commerce 
of the United States, or to be contrary 
to the public Interest or to be in viola¬ 
tion of the Shipping Act. 1916; 

It is further ordered, That the New 
York Freight Bureau and its member 
lines are hereby made proponents in 
this proceeding; 

/( is further ordered. That this pro¬ 
ceeding shall be limited to the submis¬ 
sion of affidavits of fact and memoran¬ 
da of law and replies thereto pursuant 
to the following schedule: 

By the close of business January 23. 
1978. affidavits of fact and memoran¬ 
da of law shall be filed by proponents 
and served upon parties. 

By the close of business February 18. 
1978, reply affidavits and memoranda 
shall be filed by the Commission's 
Bureau of Hearing Counsel and inler- 
venors. If any. 

By the close of business February 25. 
1978. all parties must file requests for 
evidentiary hearing and/or discovery, 
which requests must be accompanied 
by a statement setting forth in detail 
the facts to be proven or developed, 
their relevance to the Issues in this 
proceeding, and why such proof 
cannot be submitted through further 
affidavit. 

Oral argument will be scheduled at a 
later date If requested and/or deemed 
necessary by the Commission; 

It is further ordered. That a notice of 
the Order be published in the Federal 
Register and that a copy thereof be 
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served upon proponents as listed In 
the Appendix hereto: 

It it further ordered* That persons 
other than those already parties to 
this proceeding who desire to become 
parties to this proceeding and to par¬ 
ticipate therein shall file a petition to 
intervene pursuant to rule 72 of the 
Commissions rules of practice and 
procedure (46 CFR 502.72) no later 
than close of business on January 14, 
1978. 

it U further ordered* That all docu¬ 
ments submitted by any party of 
record in this proceeding shall be di¬ 
rected to the Secretary, Federal Mari¬ 
time Commission. Washington. D.C. 
20573, in an original and 15 copies as 
well as being mailed directly to all par¬ 
ties of record. 

By the Commission. 

Francis C. Hornet, 
Secretary- 

Aikrux 

D. Dick. Chairman /Secrr tary. New York 
Freight Bureau. P. At O. Building. 16th 
Floor. 77 Dos Voeux Road Central. Hong 
Kong. BwC.C. 

Charles F. Warren. Esq.. George A. Qua- 
drlno. Esq.. John E. Ormond. Jr.. Esq.. 
Law Offices of Charles F. Warren, Attor¬ 
neys for the parties to Agreement No. 
5700-26, 1100 Connecticut Avenue NW., 
Washington, D.C. 20036. 

Japan Line. Ltd., Japan Line (New York) 
Ltd.. General Agents. One World Trade 
Center, suite 2867, New York. N.Y. 10046. 
Mitsui OJ3.K. Lines. Ltd.. One World Trade 
Center, suite 22U, New York. N.Y. 10048. 
Nippon Yusen Kalsha. One World Trade 
Center, suite 5031. New York. N.Y. 10048. 
Yamas hita- Shinnlhon Steamship Co.. Ltd., 
c/o TTT Ship Agencies. Inc.. General 
Agent*. 71 Broadway, New York. N.Y. 
10006. 

CFR Doc. 77-36132 Filed 12-18-77; 8:45 am] 


[ 6730-011 

CIndependent Ocean Freight Forwarder 
License No. 13351 

ROYAL SALES 6 SHIPPING 
Order of Revocation 

By letter dated November 2. 1977, 
Huben N. Dario, d.b.a. Royal Sales Sc 
Shipping. 1028 South Crocker Street, 
Los Angeles, Calif. 90021. was advised 
by the Federal Maritime Commission 
that Independent Ocean Freight For¬ 
warder License No. 1335 would be 
automatically revoked or suspended 
unless a valid surety bond was filed 
with the Commission on or before No¬ 
vember 30. 1977. 

Section 44(c), Shipping Act, 1916, 
provides that no independent ocean 
freight forwarder license shall remain 
in force unless a valid bond is in effect 
and on file with the Commission. Rule 
510.9 of Federal Maritime Commission 
General Order 4, further provides that 
a license will be automatically revoked 


or suspended for failure of a licensee 
to maintain a valid bond on file. 
Ruben Dario, d.b.a. Royal Sales Ac 
Shipping has failed to furnish a valid 
surety bond. 

By virtue of authority vested In me 
by the Federal Maritime Commission 
as set forth In Manual of Orders. Com¬ 
mission Order No. 201.1 (Revised), sec¬ 
tion 5.01(c). dated August 8. 1977; 

it is ordered* That Independent 
Ocean Freight Forwarder License No. 
1335 issued to Ruben Dario, d.b.a. 
Royal Sales Ac Shipping, be returned 
to the Commission for cancellation. 

It is further ordered* That Indepen¬ 
dent Ocean Freight Forwarder License 
No. 1335 be and is hereby revoked ef¬ 
fective November 30. 1977. 

// is further ordered. That a copy of 
this Order be published In the Federal 
Register and served upon Ruben 
Dario, d.b.a. Royal Sales Ac Shipping. 

Leroy F. Fuller, 
Director, Bureau of 
Certification and Licensing , 
IFR Doc. 77 36130 Filed 12-16-77; 8:45 amJ 


[ 6730 - 01 ] 

(Independent Ocean Freight Forwarder 
License No. 946] 

TRANSCONTINENTAL EXPORT FORWARDING 
• CO., INC 

Order of Rov exofion 

On December 5. 1977, Mr. H. Car¬ 
reras. Vice President. Transcontinen¬ 
tal Export Forwarding Co., Inc.. P.O. 
Box 1128, Ansonia Station. New York, 
N.Y. 10023, voluntarily surrendered its 
Independent Ocean Freight Forwarder 
License No. 946 for revocation. 

By virtue of authority vested in me 
by the Federal Maritime Commission 
as set forth in Manual of Orders, Com¬ 
mission Order No. 201.1 (Revised), sec¬ 
tion 5.01(c). dated August 8.1977; 

It is ordered. That Independent 
Ocean Freight Forwarder License No. 
946 issued to Transcontinental Export 
Forwarding Co., Inc., be and Is hereby 
revoked effective December 5, 1977 
without prejudice to reapply for a li¬ 
cense in the future. 

It is further ordered* That a copy of 
this Order be published in the Federal 
Register and served upon H. Carreras, 
Vice President. Transcontinental Ex¬ 
port Forwarding Co.. Inc. 

Leroy F. Fuller, 
Director, Bureau of 
Certification and Licensing. 
IFR Doc. 77-36129 Filed 12-16-77; 8:45 am] 


[ 6730 - 01 ] 

CERTIFICATES Of FINANCIAL RESPONSJWUTY 
(OIL POLLUTION) 

Nofke of Cortfficetoi Revoked 

Notice of voluntary revocation is 
hereby given with respect to Certifi¬ 


cates of Financial Responsibility (Oil 
Pollution) which had been issued by 
the Federal Maritime Commission, 
covering the below Indicated vessels, 
pursuant to Part 542 of Title 46 CFR 
and section 311(pXl) of the Federal 
Water Pollution Control Act, as 
amended. 

CVrft/lcote Oumrr/opera tor and tessels 

No. 

01011 _ Aklirartekabet drt OcUaUUskc Kotn 

p&gnl: Boribana. 

01092 — .. Thor DahU IlvaKangrrselskap A/S 
Thor* Rftwr. 

01126 ™. Compngxtie de Navigation FtutLirre: Ma 
touba. 

01186 _ Aksjeselskaptl Koamoa Jorma. 

01287 — Agdralden* Rederl A/S, Norland* Rederl 
A/S. Moriand Shipping Co. A/8, Mor 
land* Tankrvderl A/8: Tromaas. 

01330 — Shell Tankers (VJLi Ud Hemiirvcfnu. 

01354- IL K Hansen-Taitgen: Snnarrs. 

01423 **... Charente Steamship Co. LUL* Novelist 
01436 Johnston Warren Lines Ltd.: Ctyle. 

01463 ..... Aid«*n Shipping Co. Lid- Shropshire. 

01466 ...... Scottish Ship Management Ltd.: Baron 

Dunmore. 

01S08 — Kirk B Co. Ud. Kirk B 
01068— Compania Ionian de Navegaciorv. 8. A.: 
Maria. 

02048 - Man eras Compania Naviera SA.; Almae 

02105™ Welsh Ore Carriers Ltd : WeJsh Herald. 
02108™. Peninsular 8c Oriental Steam Navigation 
C n ; Strathleven 

02242™. Dal Deutsche Afrtka-Unlen GmbH. Sc 
CoJ Worrmann N*angn. 

02308™. Erttng H Sarauelsens Kedert A/S: Ainu*. 

02317- Orgens Larsen A/& Semite. Color Chrt 

02440.™ A/6 I varans Rederl Salvador 
02485.™ Koch-Ellis Marine Contractors, Inc.: KK- 
41 

02492.™ Interstate St Ocean Transport Co.: Inter 
stale 38 

02519— 8-A- Louis Dreyfus At Cle: Pierre LJX 
02837™. Adis Co. LUL: M G. Tsangons. Ague- 
faith. Aa*nrha nn. 

03087 - Vicaer* Towing Co„ Inc : Girt Belt*. 

Tim, Leslie Victors, Chubb*, Bobbie 
03084 — Oceanic Tankers. Inc.: Oceanic Libert*. 
03214 ™ SslrnJnvTst Aft Sven Salem 
03215™ RederlakUebolagcl Salenia: AllanUde. 
03309™. Intercontinental Maritime Ltd.: Erne GL 
CAlfPtptea 

03315™. Alran Transport Co- Afran Mercury. 
A/ran Daum. 

03331 _ Marunouchi Risen KJC- Spencer Mam. 
03368™. Shell Canada LUL: Fuel Marketer. 

03395— A/8 Oljefart II and 8fciba A/8 Motor 
tank: tddi. 

03501™- Osaka Shnsen Mitsui Senpaku KJCj 
Kinkasan Mam. 

03538Hertofaon Shipping Co. A/8: Bulk Pros- 

034A0 _ Osaka Senpaku K.K ChueUusan Mam 
03814 ™ A/8 Kristian Jeheen Kedert Prunnet 
04247.™ Kelley's Lumber Yard LUL: Beit* K. 
Betl* K IV. 

04260™ Atlantic Navigation Corp.. Ltd.: Kitanor. 

04367-NedJJoyd UJnen U. V : Zonnekerk. BaJjan. 

Zuidrrkerk. 

04399.™ Hapag-Uoyd AktlengeeeUschafl: Mosel- 
stein 

05010.™ ML Vernon Barge Cleaning, Ldcj MVBC- 

I. 

05036.™ CompanhJa National De Navegscao: 
Almoner, Braga. 

09099. H P. Etmakipafclag Islands: Lagarfoss. 

naUfass. 

05098 ™ Esso Tankers. Inc. Kuo Spain 
06172 — Jad Compania Naviera 8-A- Nata. 
06179.™ Monte Undo Compania Naviera. 8 -Aj 
Era. 

03278.™ Tain City Barge As Towing Co.: TCB 30L 
05387™. Elko Klaen Kabuahlkl Kalsha: Ki*o 
Mam 

06377 ™ Manson Construction St Engineering Oo. 

and Osbcrg Construction Co : SS- IK 
08030 .™ Oremco Towing Oo., Inc~ Qrnnax • 

06036 ™ 8uomen Hoyrylaiva OiakeyhUo Ptnska 
Angfartygs Aktiebolaget; Tetlus. Tila 
n to. 

09076— Msauna Fisheries, Ltd.: Mattuna Maid. 
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Orft/lcai* Owncr/oprratm and vesseU 
Na 

06191Neptune* AftUtxamlno 8 A: Alexandras 
D 

06359M*l*yi0*n lntem*UoruU ShJppln* Corp.. 
IVrhad Rimba Cental 

06435_ D*mp*kibt*ktfeaelsk*bet DcnhorUtc 

Afnk* Ok AuntrmJleUrUe. Wilhrlnwna 
D*mp*klbff*ktlf»eUk*b. A/8 T*nkf*rt 
1. A/8 Tankfart IV. A/8 Tankfart V, 
A/8 Tank fart VI: Tat Ping. 

06471 Southern Atlantic Navigation Corp. 
Ltd.: Yvonne 

06633_„ mu Navigation Corp. 8.A. (PanamaK An¬ 

tigone 

06678 Drlantera Armadora 8 A.: Katingakt 

06741_Martroplco Armadora 3.A: JTlifa. 

07107_Evrl Maritime, Ltd.: Tara E. 

07236.._ Tlha. IncJ Atlantic Carrier. 

07297 Mediterranean Venturer 8 A.. Chian. 
07460 ™ Transoceanic Reefer* line, Inc,. AnhUa. 
07482..— Alexandra Navigation Corp.. Ltd. Pcma- 
hht World. 

07640 .mm Esaoo Co.. VILA. H 200A 
07743— V angmlng Marine Transport Corp.: Vu 
Nino, Yang Nino, Chao Ming 
08013.—. Nea OaJlni Shipping Co. 8A of Panama: 
Oatint 

08038..— Flota Pctrolcra Kcuatortana. Ecuador. 
06062 — AJitron Trading. Ltd.: Global Unity. 
08073..— Marorbe Narkra 8A.: Vomoj Georgiadi a 
08106 .... Sounlon Shipping. XncJ Stoll Aryobay. 
08251 —^ Monterey Shlpplna Corp.: Stoll Span. 
08534 .— Vail Carrtera, Ud . VoXI Noon. 

08546 Unicom Shipping Co,. Ltd.: Nappy Pio¬ 
neer. 

0661**— Fairmont Enterprise*. Ltd.' NNindax 
08726— Scheepvaartbcdrljf Arrikr A nr he. 

09031 —. Union Mechling Corp : «fti U0J 
09037.— East Aegean Navigation 8A. Panama 
Aegean Nangator. 

09054 — A/S OeJr: Skarba 

09074 — 7.ullo Shipping Co.. Ltd : Gekko Mam. 

09131_ Tara Tanker* Ltd: Ariadne JT. 

09149— Rhedeii M. Jebsen A/8: Clara Jebsen. 
09204Sca-Alaskm Product*, Inc.: Stormy Seas. 
09389 — Com pan! a Peggy S.A.. Christo*. 

09453 — Partrederlel for Mercandian Importer: 

grrccndlon Importer. 

09460.— 1/8 Prrmlna 113: INrmina III 
09518— Pacfk Universal Navigation 8A; Pacific 
RovaL 

10033— Britain Steamship Co Ltd. and Blhby 
Tankers Ltd.: Shrop»hire. 

10038— Crystal Steamship Co. 8.A.: Crystal 
10179— Integrity Shipping CO.. 8 .Aj Good Ven¬ 
ture, 

10201 ___ Star Line Steamship Co.. Ltd.: Carl&Oron 

Tamanaco. 

10260_Hollywood Marine Inc.: Hollywood 1901. 

10292 _ Panfk Peace Navigation RA. Pacific 

Peace. 

10293 — South Marine Corp.: SC JOSS 

10391 — Norman Wooten, Inc D/B/8 Wooten's 
River Service. Barge No. 17. 

10403.—. Penny Tankers tne. .Vary Etlcn Cbntraw 

10475.. — Anchor Maritime Corp 8A.: Ocean 

Sailor. 

10601 — Green Bay Transportation Co.: Grand 

10620_ Palos Shipping Co. SA Panama: Nicolas 

C 

10666 — Empress Flota Alunerm De Cuba. Cabas- 
aeon. 

11016 —- Continental Steamship Co,: New Day. 

11068., _Deep Sea Carriers Co Ltd: Miron ns 

11078— As ^aitna Co.: Safina Saudi cl 

11088— Outer Island Shipping Corp-: Sandra D. 
11111 — Trade Wtnd Marine Ltd. of Cayman 
Island, Ah no. 

11133 — Mrlr Shipping Co Ltd.: Lama. 

11135 — Nsvlera Polynesia. SA.: Polynesia I. 
11373— Corrknle Navegadon Panama, 8A: Pa 
ci/lc Leader, Pacific Reefer. Unity 
Reefer. Pacific Master 

11285 — Rentes Shipping Co.. I DC.: Cape Ann. 
11288— Binion Martnr 8ervkw, Inc.: T $000. SC- 
35, T 4000. 

By the Commission. 

Francis C. Hurney. 

Secretary. 

tFR Doc. 77-36131 Filed 12-16-77; 8:45 am) 


[ 6210 - 01 ] 

FEDERAL RESERVE SYSTEM 

NATIONAL DFTtOIT COIF. 

Acquisition of Bonk 

National Detroit Corp., Detroit, 
Mich., has applied for the Board’s ap¬ 
proval under 9 3(a)(3) of the BAnk 
Holding Company Act (12 U.S.C. 
9 1842(a)(3)) to acquire 100 percent of 
the voting shares of a proposed new 
bank. NBD-Portagc Bank. Portage. 
Mich. The factors that arc considered 
In acting on the application are set 
forth In 9 3(0 of the Act (12 U.S.C. 
9 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors 
or at the Federal Reserve Bank of Chi¬ 
cago. Any person wishing to comment 
on the application should submit views 
In writing to the Secretary. Board of 
Governors of the Federal Reserve 
System. Washington. D.C. 20551. to be 
received not later than January 9. 
1978. 

Board of Governors of the Federal 
Reserve System. December 12, 1977. 

Griffith L. Garwood, 
Deputy Secretary of the Board. 

(FR Doc. 77-36110 Filed 12-16-77; 8:45 am) 


[ 6210 - 01 ] 

WHO STATE CO. 

formation of Bonk Holding Company 

The Weld State Co., Fort Lupton. 
Colo., has applied for the Board's ap¬ 
proval under 9 3(&X1) of the Bank 
Holding Company Act (12 U.S.C. 
§ 1842(a)(1)) to become a bank holding 
company by acquiring 80 percent or 
more of the voting shares of The Fort 
Lupton State Bank. Fort Lupton. Colo. 
The factors that are considered in 
acting on the application are set forth 
in § 3(c) of the act (12 U.8.C. 9 1842(c)). 

The Weld State Co.. Fort Lupton. 
Colo., has also applied, pursuant to 
9 4(cX8> of the Bank Holding Compa¬ 
ny Act (12 U.S.C. 9 1843(cX8)) and 
9 225.4(bX2) of the Board’s Regulation 
Y (12 CFR 9 225.4(b)(2)). for permis- 
slon engage de novo In the sale of 
credit life and credit accident and 
health insurance. Notice of the appli¬ 
cation was published on December 1, 
1977, In The Fort Lupton Press, a 
newspaper circulated in Weld County, 
Colo. 

Applicant states that the proposed 
subsidiary would engage in the activi¬ 
ties of selling credit life and credit ac¬ 
cident and health insurance directly 
related to extensions of credit by The 
Fort Lupton State Bank. Such activi¬ 
ties have been specified by the Board 
in 9 225.4(a) of Regulation Y as per¬ 
missible for bank holding companies, 
subject to Board approval of individ¬ 


ual proposals In accordance with the 
procedures of 9 225.4(b). 

Interested persons may express their 
views on the question whether con¬ 
summation of the proposal can “rea¬ 
sonably be expected to produce bene¬ 
fits to the public, such as greater con¬ 
venience. increased competition, or 
gains in efficiency, that outweigh pos¬ 
sible adverse effects, such as undue 
concentration of resources, decreased 
or unfair competition, conflicts of in¬ 
terests, or unsound banking practices.** 
Any request for a hearing on this 
question should be accompanied by a 
statement summarizing the evidence 
the person requesting the hearing pro¬ 
poses to submit or to elicit at the hear¬ 
ing and a statement of the reasons 
why this matter should not be re¬ 
solved without a hearing. 

The application may be inspected at 
the offices of the Board of Governors 
or at the Federal Reserve Bank of 
Kansas City. 

Any views or requests for hearing 
should be submitted In writing and re¬ 
ceived by the.Secretary. Board of Gov¬ 
ernors of the Federal Reserve System. 
Washington. D.C. 20551. not later 
than January 9. 1978. 

Board of Governors of the Federal 
Reserve System, December 12. 1977. 

Griffith L. Garwood, 
Deputy Secretary q/ the Board. 

(FR Doc. 77-36111 Filed 12-16-77; 8 45 am) 


[ 6712 - 01 ] 

FEDERAL COMMUNICATIONS 
COMMISSION 

RADIO TECHNICAL COMMISSION FOR MARINI 
SERVICES 

Notica of Mooting* 

In accordance with Pub. L 92-463. 
“Federal Advisory Committee Act.** 
the schedule of future Radio Techni¬ 
cal Commission for Marine Services 
(RTCM) meetings is as follows: 

To; Special Committee No. 72. ''Numerical 
Identification of Stations in Maritime 
Telecommunications System*.’* 

Subject; Notice of 5th Meeting. 

Date/Time: Wednesday. January 4. 1978. 
9 30 am. 

Location: Conference Room 7327 . 2025 M 
Street NW. ( Washington. D.C. 

Agenda 

1. Call to Order; Chairman's Report, 

2. Introduction of Attendees; Confirma¬ 
tion of Secretary. 

3. Adoption of Agenda 

4. Acceptance of SC-72 Summary Re¬ 
cords. 

5. Chairman * Final Report on Interim 
Working Party Deliberations, Geneva Swit¬ 
zerland. November 1-3, 1977. 

6. DlscuiwJon of View's regarding Final 
Meettng. International Study Oroup 8. 
Geneva Switzerland. January 9-25, 1978. 

7. Discussion of Work Assignments. 
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ft. Other Business. 

9. Establishment of next meeting date. 

Francis K. Williama Chairman. SC-72. Fed¬ 
eral Communications Commission. Wash¬ 
ington. D C. 20554. 202-632-7054. 

For approval at this meeting. 

To: Special Committee No. 66. • Receiver 
Standards for the Maritime Mobile Ser¬ 
vice/' 

Subject: Notice of 45th Meeting. 

Date/Time: Wednesday. January 11. 197ft. 

9:30 a.m. (All-day meeting). 

Location: Conference Room A-205. 1229— 
20th Street NW.. Washington. D C 

Agenda 

1. Call to Order; Chairman's Report. 

2. Adoption of Agenda; Appointment of 
Rapporteur. 

3. Acceptance of SC-66 Summary Record. 
17 November 1977. Paper 216-77/SC 66-121. 

4. Continue preparation of MMS R 5.% 
Standard for * General Purpose Marine Re¬ 
ceivers”. 

5. Discussion of problem areas. 

6. Solicitslion of Work Assignments. 

7. Other business. 

ft. Establishment of next meeting date. 

H. R. Smith. Chairman. SC-66. ITT Mackay 
Marine. 441 VJE. Highway No. 1. Elisa¬ 
beth. N-J 07202, 201-527-0300. 

For approval at this meeting. 

The RTCM has acted a& a coordina¬ 
tor for maritime telecommunications 
since its establishment in 1947. All 
RTCM meetings are open to the 
public. Written statements are pre¬ 
ferred, but by previous arrangement, 
oral presentations will be permitted 
within time and space limitations. 

Those desiring additional informa¬ 
tion concerning the above meeting 
may contact either the designated 
chairman or the RTCM Secretariat. 
202 632-6490. 

FPr the Federal Communications 
Commission. 

William J. Tricarico. 

Secretary. 

(FR Doc. 77-36112 Filed 12-16-77; 8.45 ami 

(6750-01J 

FEDERAL TRADE COMMISSION 
PUBLICATION Of SUNSHINE NOTICES IN THE 
‘‘FEDERAL REGISTER” 

Since March 12, 1977, the effective 
date of the Government in the Sun¬ 
shine Act. 5 U.S.C. 552b, the Federal 
Trade Commission has submitted no¬ 
tices to the Federal Register of all 
Commission meetings and all changes 
affecting its meetings, although, under 
5 U.S.C. 552tXdX4) and 16 CFR 4.15 
(aX5), the Commission is not required 
to publish Federal Register an¬ 
nouncements of meetings or meeting 
changes that exclusively concern mat¬ 
ters closed to the public under 5 U.S.C. 
552txc>(10). Effective immediately, the 
Commission will not submit notices to 
the Federal Register on CcXIO) mat¬ 
ters. 

The Federal Trade Commission will 
continue to post notices of all sched¬ 
uled Commission meetings. and 


changes thereto, outside room 130 of 
the Federal Trade Commission Build¬ 
ing. 6th Street and Pennsylvania 
Avenue NW.. Washington. D.C. 20580. 
A calendar of scheduled meetings is 
also mailed on a weekly basis to per¬ 
sons who contact the Commission’s 
Office of Public Information to place 
their names on its mailing list. A re¬ 
corded message of current information 
about scheduled meetings is available 
by calling 202-523-3806. 

For further information contact 
Wilbur T. Weaver. Office of Public In¬ 
formation, Federal Trade Commission 
Building. 202-523-3830. 

By direction of the Commission, 
dated November 25, 1977. 

Carol M. Thomas, 
Secretary. 

IFR Doc. 77-36153 Filed 12-16-77; 8:45 ami 


[4210-01] 

DEPARTMENT OF HpUSINC AND 
URBAN DEVELOPMENT 

Office of tutor*toto Lend Solo* Registration 

iDocket No. N-77-825) 

BIG OAK BAY ADDITION 
H t arto f 

In the matter of Big Oak Bay Addi¬ 
tion. Big Oak Bay Land Co., and Ben 
E. Jarvis, president, respondent. 
Docket No. 77-155-lS, OILSR No. 0- 
3183 49 384 

Pursuant to 15 U.S.C. 1706(e) and 24 
CFR 1720.165(b) notice is hereby given 
that: 

1. Big Oak Bay Addition. Big Oak 

Bay Land Co., and Ben E. Jarvis, presi¬ 
dent. its officers and agents, herein¬ 
after referred to as ’respondent.” 
being subject to the provisions of the 
Interstate Land Sales Full Disclosure 
Act (Pub. L. 90-448) (15 U.S.C. 1701, et 
seq.) received a notice of proceedings 
and opportunity for hearing dated Oc¬ 
tober 18, 1977, which was sent to the 
developer pursuant to 15 U8.C. 

1706(b), 24 CFR 1710.45(a)(1) and 
1720.120 based on information ob¬ 
tained by the Office of Interstate 
Land Sales Registration allowing that 
the statement of record and property 
report for Big Oak Bay Addition, lo¬ 
cated in Smith County. Tex., contain 
untrue statements of material fact or 
omit to state material facts required to 
be stated therein or necessary to make 
the statements therein not misleading. 

2. The respondent filed an answer 
received November 1 and 4. 1977, in re¬ 
sponse to the notice of proceedings 
and opportunity for hearing. 

3. In said answer the respondent re¬ 
quested a hearing on the allegations 
contained In the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 UJ3.C. 1706(d) and 24 CFR 


1720.160(d): It is hereby ordered, Thai 
a public hearing for the purpose of 
taking evidence on the questions set 
forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, on Feb¬ 
ruary 13, 1978 at 10 a.m. (calendar 
call—third case) in Tyler, Tex., at a 
place to be determined later. 

5. The following time and procedure 
is applicable to such hearing: The par¬ 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk. HUD Building. Room 
10278, Washington. D.C. 20410. on or 
before January 20. 1978. Copies of all 
documents filed should be served at 
the same time on all parties of record. 

6. The respondent is hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein Identified, 
shall be issued pursuant to 24 CFR 
1710.45(bXl). 

This notice shall be served upon the 
respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5. 1977. 

By the Secretary. 

James W. Mast. 

Chief Administrative Law Judge . 
(PR Doc. 77 36137 Filed 12-16-77: 8:45 ami 


[4210-01] 

(Docket No. N-77 «301 

BIG THICKET LAKE ESTATES ANO HOOP AN0 
HOLLER LAKE ESTATES 

Hearing 

In the matter of: Big Thicket Lake 
Estates. Ray Reiiy. respondent. 
Docket No. 77-163-LS. OILSR No. O- 
3467-49-479, Hoop and Holler Lake Es¬ 
tates. Ray- Reiiy, respondent. Docket 
No. 77-165-IS. OILSR No. 0-3354 49- 
439. 

Pursuant to 15 U.S.C. 1706(e) and 24 
CFR 1720.165(b) notice is hereby given 
that: 

1. Big Thicket Lake Estates. Ray 
Reiiy. d.b.&. Big Thicket Lake Estates. 
Hoop and Holler Lake Estates. Ray 
Reiiy. Hoop and Holler Lake Estates, 
d.b.a.. its officers and agents, herein¬ 
after referred to as ’ respondents/' 
being subject to the provisions of the 
Interstate Land Sales Full Disclosure 
Act (Pub. L. 90-448) (15 UAC. 1701. et 
seq.) received a notice of proceedings 
and opportunity for hearing dated 
Octobe 31. 1977, which was sent to the 
developer pursuant to 15 U.S.C. 
1706(b). 24 CFR 1710.45(aXl) and 
1720.120 based on information ob¬ 
tained by the Office of Interstate 
Land 8&)es Registration showing that 
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the statement of record and property 
report for Hoop and Holier Lake Es¬ 
tates. located in Liberty County. Tex., 
and Big Thicket Lake Estates located 
in Polk and Liberty Counties. Tex., 
contain untrue statements of materia] 
fact or omit to state material facts re¬ 
quired to be stated therein or neces¬ 
sary to make the statements therein 
not misleading. 

2. The respondent filed an answer 
received November 21 and 22. 1977. in 
response to the notice of proceedings 
and opportunity for hearing. 

3. In said answer the respondent re¬ 
quested a hearing on the allegations 
contained in the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 U.S.C. 1706(d) and 24 CFR 
I720.160<d): It is hereby ordered. That 
a public hearing for the purpose of 
taking evidence on the questions set 
forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, in room 
7143, Department of HUD. 451 7th 
Street SW.. Washington. D.C. on Feb¬ 
ruary 6. 1978. at 10 Cm. 

5. The following time and procedure 
is applicable to such hearing: The par¬ 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk. HUD Building, room 
10278. Washington. D.C. 20410. on or 
before January 13. 1978. Copies of all 
documents filed should be served at 
the same time on all parties of record. 

6. The respondent is hereby notified 
that failure to appear at the above 
scheduled hearing shall be .deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein identified, 
shall be issued pursuant to 24 CFR 
1710.45(b)(1). 

This notice shall be served upon the 
respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 1, 1977. 

By the Secretary. 

James W. Mast. 

Chief Administrative Law Judge. 
IFR Doc. 77-36142 Filed 12-16-77: 8:45 am) 


[4210-01J 

(Docket No. N-77 823) 

CEDAR 6AY ADDITION 
Mooring 

In the matter of: Cedar Bay Addi¬ 
tion. Cedar Bay Land & Development 
Co., and Ben E. Jarvis, secretary and 
authorized agent, respondent. Docket 
No. 77-153-IS. OILSR No. 0-3135-49- 
358. 

Pursuant to 15 U.S.C. 1706(e) and 24 
CFR 1720.165(b) notice is hereby given 
that: 


1. Cedar Bay Addition. Cedar Bay 
I And cV Development Co., and Ben E. 
Jarvis, secretary and authorized agent, 
its officers and agents, hereinafter re¬ 
ferred to as "respondent.’* being sub¬ 
ject to the provisions of the Interstate 
Land Sales Full Disclosure Act (Pub. 
L. 90 448) (15 U8.C. 1701. et seq.) re¬ 
ceived a notice of proceedings and op¬ 
portunity for hearing dated October 
18. 1977. which was sent to the devel¬ 
oper pursuant to 15 U.S.C. 1706(b). 24 
CFR 1710.45(a)(1) and 1720.120 based 
on information obtained by the Office 
of Interstate Land Sales Registration 
showing that the statement of record 
and property report for Cedar Bay Ad 
dition. located in Smith County, Tex., 
contain untrue statements of material 
fact or omit to state material facts re¬ 
quired to be stated therein or neces¬ 
sary to make the statements therein 
not misleading. 

2. The respondent filed an answer 
received November 1 and 4. 1977, in re¬ 
sponse to the notice of proceedings 
and opportunity for hearing. 

3. In said answer the respondent re¬ 
quested a hearing on the allegations 
contained In the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 U.S.C. 1706(d) and 24 CFR 
1720.160(d), It is hereby ordered. That 
a public hearing for the purpose of 
taking evidence on the questions set 
forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, on Feb¬ 
ruary 13. 1978. at 10 a.m. in Tyler. 
Tex., at a place to be determined later 
(calendar call, first case). 

5. The following time and procedure 
Is applicable to such hearing: The par¬ 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk, HUD Building, room 
10278, Washington. D.C. 20410. on or 
before January 20. 1978. Copies of all 
documents filed should be served at 
the same time on all parties of record. 

8. The respondent is hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein Identified, 
shall be Issued pursuant to 24 CFR 
1710.45(b)(1). 

This notice shall be served upon the 
respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5. 1977. 

By the Secretary. 

James W. Mast. 

Chief Administrative Law Judge. 
IFR Doc. 77-36135 FQed 12-16-77; 6:45 ami 


(4210 01J 

(Docket No. N-77-828] 

EAST SHORE ESTATES 
Htorlng 

In the matter of: East Shore Estates, 
Green Bay Land Corp., and. Ben E. 
Jarvis, president, respondent, Docket 
No. 77-158-IS, OILSR No. 0-3796-49- 
592. 

Pu rsuant to 15 U.S.C. 1706(e) and 24 
CFR 1720.165(b) notice is hereby given 
that: 

1. East Shore Estates, Green Bay 
Land Corp., and Ben E. Jarvis, presi¬ 
dent. its officers and agents, herein¬ 
after referred to as "respondent." 
being subject to the provisions of the 
Interstate Land Sales Full Disclosure 
Act (Pub. L. 90-448) (15 U.S.C. 1701, et 
seq.) received a notice of proceedings 
and opportunity for hearing dated Oc¬ 
tober 18. 1977. which was sent to the 
developer pursuant to 15 U.S.C. 
1706(b), 24 CFR 1710.45(aKi> and 
1720.120 based on information ob¬ 
tained by the Office of Interstate 
Land Sales Registration showing that 
the statement of record and property 
report for East Shore Estates, located 
in Smith County. Tex., contain untrue 
statements of material fact or omit to 
state material facts required to be 
stated therein or necessary to make 
the statements therein not misleading. 

2. The respondent filed an answer 
received November 1 and 4.1977, in re¬ 
sponse to the notice of proceedings 
and opportunity for hearing. 

3. In said answer the respondent re¬ 
quested a hearing on the allegations 
contained in the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 U.S.C. 1706(d) and 24 CFR 
1720.160(d): /( is hereby ordered. That 
a public hearing for the purpose of 
taking evidence on the questions set 
forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, on Feb¬ 
ruary 13, 1978. at 10 a.m. (calendar 
call—sixth case) In Tyler, Tex., at a 
place to be determined later. 

5. The following time and procedure 
is applicable to such hearing: The par¬ 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk. HUD Building. Room 
10278. Washington. D.C. 20410, on or 
before January 20. 1978. Copies of all 
documents filed should be served at 
the same time on all parties of record. 

6. The respondent is hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein identified, 
shall be issued pursuant to 24 CFR 
1710.45(b)(1). 


i 
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This notice shall be served upon the 
respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5. 1977. 

By the Secretary. 

James W. Mast, 

Chief Administrative Law Judge : 
CFR Doc. 77-36140 Filed 12-16-77; 8:45 ami 


[4210-01] 

(Docket No. N-77 8241 

MAE GIN COVE 
H#orW>f 

In the matter of: Mae Gin Cove. Big 
Oak Bay Land C.. and Ben E. Jarvis, 
president, respondent, docket No. 77- 
154-IS. OILSR No. 0-3460-49-473. 

Pursuant to 15 U.S.C. 1706(e) and 24 
CFR 1720.165(b). notice is hereby 
given that: 

1. Mae Gin Cove. Big Oak Bay Land 
Co. and Ben E. Jarvis, president, its of¬ 
ficers and agents, hereinafter referred 
to as “respondent”, being subject to 
the provisions of the Interstate Land 
Sales Full Disclosure Act (Pub. L. 90- 
448) (15 U.S.C. 1701, et seq.) received a 
notice of proceedings and opportunity 
for hearing dated October 18, 1977, 
which was sent to the developer pursu¬ 
ant to 15 US.C. 1706(b). 24 CFR 
1710.45<aXl> and 1720.120 based on in¬ 
formation obtained by the Office of 
Interstate Land Sales Registration 
showing that the statement of record 
and property report for Mae Gin Cove, 
located in 8mith County. Tex., contain 
untrue statements of material fact or 
omit to state material facts required to 
be stated therein or necessary to make 
the statements therein not misleading. 

2. The respondent filed an Answer 
received November 1 and 4.1977, In re¬ 
sponse to the notice of proceedings 
and opportunity for hearing. 

3. In said Answer the respondent re¬ 
quested a hearing on the allegations 
contained in the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 U.S.C. 1706(d) and 24 CFR 
1720.160(d). It is hereby ordered. That 
a public hearing for the purpose of 
taking evidence on the questions set 
forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, on Feb¬ 
ruary 113, 1978 at 10 a.m. (calendar 
call, second case) in Tyler. Tex., at a 
place to be determined later. 

5. The following time and procedure 
Is applicable to such hearing: The par¬ 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk. HUD Building, room 
10278. Washington. D.C. 20410 on or 
before January 20. 1978. 

Copies of all documents filed should 
be served at the same time on all par¬ 
ties of record. 


6. The respondent is hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein ident ified, 
shall be issued pursuant to 24 CFR 
1710.45(bXl>. 

This notice shall be served upon the 
respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5. 1977. 

By the Secretary. 

James W. Mast. 

Chief. Administrative 
Law Judge. 

(FR Doc 77-36136 Filed 12-18 77: 8:45 am) 


[4210-01) 

(Docket No N 77-8291 

OAKWOOO RIDGE ADOrTION 
Htorinj 

In the matter of: Oakwood Ridge 
Addition, Cedar Bay Land and Devel¬ 
opment Co.. Ben E. Jarvis, secretary 
and authorized agent, respondent, 
docket No. 77-159-18. OILSR No. 0- 
3257 49-412. 

Pursuant to 15 US.C. 1706(e) and 24 
CFR 1720.165(b) notice is hereby given 
that: 

1. Oakwood Ridge Addition. Cedar 
Bay Land and Development Co. and 
Ben E. Jarvis, secretary and autho¬ 
rized agent, its officers and agents, 
hereinafter referred to as “respon¬ 
dent*. being subject to the provisions 
of the Interstate Land Sales Full Dis¬ 
closure Act (Pub. L. 90-448) (15 U.8.C. 
1701. et seq.) received a notice of pro¬ 
ceedings and opportunity for hearing 
dated October 18. 1977. which was sent 
to the developer pursuant to 15 US.C. 
1706(b). 24 CFR 1710.45(aXl) and 
1720.120 based on Information ob¬ 
tained by the Office of Interstate 
Land Sales Registration showing that 
the statement of record and property 
report for Oakwood Ridge addition, lo¬ 
cated in Smith County. Tex., contain 
untrue statements of material fact or 
omit to state materia) facts required to 
be stated therein or necessary to make 
the statements therein not misleading. 

2. The respondent filed an answer 
received November 1 and 4. 1977. in re¬ 
sponse to the notice of proceedings 
and opportunity for hearing. 

3. In said answer the respondent re¬ 
quested a hearing on the allegations 
contained in the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 U.S.C. 1706(d) and 24 CFR 
1720.160(d): It is hereby ordered. That 
a public hearing for the purpose of 
taking evidence on the questions set 


forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, on Feb 
ruary 13. 1978. at 10 a.m. (calendar 
call-seventh case) In Tyler Tex., at a 
place to be determined later. 

5. The following time and procedure 
is applicable to such hearing: The par 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk. HUD Building. Room 
10278. Washington. D.C.. 20410 on or 
before January 20. 1978. Copies of all 
documents filed should be served at 
the same time on all parties of reedrd 

6. The respondent w hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein ident ified, 
shall be issued pursuant to 24 CFR 
17i0.45<bXl>. 

This notice shall be served upon the 
Respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5, 1977. 

By the Secretary. 

James W. Mast. 

Chief, Administrative Law Judge 
(FR Doc. 77-36141 Filed 11-16-77; 8 45 am J 


[4210-01] 

(Docket No N-77-8261 

QUIET RAY AOOmO* 


In the matter of: Quiet Bay Add* 
lion. Big Oak Bay Land Co., and. Ben 
E. Jams, president, respondent 
OILSR No. 0-3259-49-413. Docket No 
77-156-IS. 

Pu rsuant to 15 U.S.C. 1706<e> and 24 
CFR 1720.165(b) notice is hereby giver, 
that: 

1. Quiet Bay Addition. Big Oak Bay 
Land Co. and Ben E. Jarvis, president, 
its officers and agents, hereinafter re¬ 
ferred to as “respondent *, being sub 
Ject to the provisions of the Interstab* 
Land Sales Full Disclosure Act (Pub 
L. 90-448) (15 US.G. 1701. et seq ) re 
ccived a notice of proceedings and op 
portunity for hearing dated October 
18. 1977. which was sent to the devel¬ 
oper pursuant to 15 U-S.C. 1706(b). 24 
CFR 1710.45(aXl) and 1T20.120 based 
on information obtained by the Office 
of Interstate Land Sales Registration 
showing that the statement of record 
and property report for Quiet Bay ad 
dltlon. located In Smith County. Tex., 
contain untrue statements of material 
fact or omit to state material facts re¬ 
quired to be stated therein or neccs 
sary to make the statements therein 
not misleading. 

2. The respondent filed an answer 
received November 1 and 4. 1977. In re- 
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sponae to the notice of proceedings 
and opportunity for hearing. 

3. In said answer the Respondent re¬ 
quested a hearing on the allegations 
contained in the notice of proceedings 
and opportunity for hearing. 

4. Therefore, pursuant to the provi¬ 
sions of 15 U.S.C. 1706(d) and 24 CFR 
1720.160(d); It is hereby ordered. That 
a public hearing for the purpose of 
taKing evidence on the questions set 
forth in the notice of proceedings and 
opportunity for hearing will be held 
before Judge James W. Mast, on Feb¬ 
ruary 13. 1078. at 10 a.m. (calendar 
eall-forth case) in Tyler. Tex., at a 
place to be determined later. 

5. The following time and procedure 
is applicable to such hearing; The par¬ 
ties are directed to file all affidavits 
and a list of all witnesses with the 
Hearing Clerk. HUD Building, room 
10278. Washington, DC.. 20410 on or 
before January 20. 1078. 

Copies of all documents filed should 
be served at the same time on all par¬ 
ties of record. 

6. The respondent Is hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against respondent, the al¬ 
legations of which shall be deemed to 
be true, and an order suspending the 
statement of record, herein identified, 
shall be issued pursuant to 24 CFR 
1710.45(b)(1). 

This notice shall be served upon the 
Respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5.1977. 

By the Secretary. 

James W. Mast. 

Chief, Administrative 
Law Judge. 

tFR Doc. 77-34138 Filed 12-14-77; 8:45 ami 


14210-01) 

(Docket No. N-77-8271 

* A IN BOW 81008 
Hawin g 

In the matter of: Rainbow Ridge, 
Big Oak Bay Land Co., and Ben E. 
Jarvis, President. Respondent. Docket 
No. 77-167-18, OIIJSR No. 0-2820-40- 

639. 

Pursuant to 15 UB.C. 1706(e) and 24 
CFR 1720.165(b) Notice Is hereby 
given that: 

1. Rainbow Ridge. Big Oak Bay Land 
Co. and Ben E. Jarvis. President, its 
officers and agents, hereinafter re¬ 
ferred to as '’Respondent/* being sub¬ 
ject to the provisions of the Interstate 
Land Sales Full Disclosure Act (Pub. 
L. 90-448) (15 VJS.C. 1701. ct seq.) re¬ 
ceived a Notice of Proceedings and Op¬ 
portunity for Hearing dated October 
18, 1977. which was sent to the devel¬ 


oper pursuant to 15 U.S.C. 1706(b). 24 
CFR 1710.45(aXl) and 1720.120 based 
on information obtained by the Office 
of Interstate Land Sales Registration 
showing that the Statement of Record 
and Property Report for Rainbow 
Ridge, located in Smith County. Tex., 
contain untrue statements of material 
fact or omit to state material facts re¬ 
quired to be stated therein or neces¬ 
sary to make the statements therein 
not misleading. 

2. The Respondent filed an Answer 
received November 1 and 4. 1977. In re¬ 
sponse to the Notice of Proceedings 
and Opportunity for Hearing. 

3. In said Answer the Respondent re¬ 
quested a hearing on the allegations 
contained In the Notice of Proceedings 
and Opportunity for Hearing. 

4. Therefore, pursuant Urthe provi¬ 
sions of 15 UB.C. 1706(d) and 24 CFR 
1720.160(d): It is hereby ordered. That 
a public hearing for the purpose of 
taking evidence on the questions set 
forth In the Notice of Proceedings and 
Opportunity for Hearing will be held 
before Judge James W. Mast, on Feb¬ 
ruary 13, 1978. at 10 a m. (calendar 
call-fifth case) In Tyler, Tex., at a 
place to be determined later. 

5. The following time and procedure 
is applicable to such hearing: The par¬ 
ties are directed to file all affidavits 
and a list of all witneses with the 
Hearing Clark, HUD Building, room 
10278, Washington. D.C. 20410 on or 
before January 20. 1978. Copies of all 
documents filed should be served at 
the same time on all parties of record. 

6. The Respondent is hereby notified 
that failure to appear at the above 
scheduled hearing shall be deemed a 
default and the proceedings shall be 
determined against Respondent, the 
allegations of which shall be deemed 
to be true, and an order Suspending 
the Statement of Record, herein iden¬ 
tified. shall be issued pursuant to 24 
CFR 1710.45(bXl). 

This notice shall be served upon the 
Respondent forthwith pursuant to 24 
CFR 1720.440. 

Dated: December 5. 1977. 

By the Secretary. 

James W. Mast. 

Chief, Administrative 
Law Judge. 

(FR Doc. 77 30139 Filed 12-16-77; 8 45 ami 


[4310-84] 

DEPARTMENT OF THE INTERIOR 

lurtav of lend Mc nofw irt 
CF-21903-02) 

ALASKA 

Aloftko Notiv* Claim• Satactlon 

On December 18. 1975, Doyon. Ltd., 
filed regional selection application F- 


21903-02 under the provisions of sec¬ 
tion 12(c) of the Alaska Native Claims 
Settlement Act of December 18. 1971 
(85 Stat. 688. 701; 43 U.S.C. 1601. 
1611(c) (Supp. V. 1975)), for the sur¬ 
face and subsurface estates of certain 
lands in the K&ndik Basin. 

As to the lands described below, the 
application is properly filed and meets 
the requirements of the Alaska Native 
Claims Settlement Act and of the reg¬ 
ulations issued pursuant thereto. 
These lands do not include any lawful 
entry perfected under or being main¬ 
tained in compliance with laws leading 
to acquisition of title. 

In view of the foregoing, the surface 
and subsurface estates of the follow¬ 
ing described lands, selected pursuant 
to section 12(c), aggregating approxi¬ 
mately 5.760 acres, is considered 
proper for acquisition by Doyon. Ltd., 
and is hereby approved for conveyance 
pursuant to section 14(e) of the Alaska 
Native Claims Settlement Act: 

FAiftSAinu Mjoudia*. Alaska (Unsusvsykd) 

T. 23 N.. R. 28 E. 

Secs. 1. 2. and 3. mil: 

Secs. 10 to 15. inclusive, alL 

Containing approximately 5,760 acres. 

The conveyance Issued for the sur¬ 
face estate of the lands described 
above shall contain the following res¬ 
ervations to the United States: 

1. A right-of-way thereon for ditches 
and canals constructed by the author¬ 
ity of the United States, as prescribed 
and directed by the act of August 30. 
1890. 26 Stat. 391, 43 U.S.C. 945; 

2. A right-of way thereon for the 
construction of railroads, telegraph, 
and telephone lines, as prescribed and 
directed by the act of March 12, 1914, 
38 8tat. 305, 43 U.S.C. 975d; 

3. Pursuant to section 17(b) of the 
Alaska Native Claims Settlement Act 
of December 18. 1971 (85 Stat. 888. 
708; 43 UB.C. 1601. 1616(b) (Supp. V. 
1975)). the following public easements, 
referenced by easement identification 
number (EIN) on the easement maps 
In case file F-22357-02. are reserved to 
the United States and subject to fur¬ 
ther regulation thereby: 

(a) (EIN 31 C) The right of the 
United States to enter upon the lands 
hereinabove granted for cadastral, 
geodetic, or other survey purposes Is 
reserved, together with the right to do 
all things necessary In connection 
therewith. 

(b) (EIN 32 C) Easements for the 
transportation of energy, fuel, and 
natural resources which are the prop¬ 
erty of the United States or which are 
Intended for delivery to the United 
States or which are produced by the 
United States. These easements also 
include the right to build any related 
facilities necessary during periods of 
planning, locating, constructing, oper¬ 
ating. maintaining, or terminating 
transportation systems. The specific 
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location of these easements shall be 
determined only after consultation 
with the owner of the servient estate. 
Whenever the use of such easements 
will require removal or relocation of 
any structure owned or authorized by 
the owner of the servient estate, such 
use shall not be initiated without the 
consent of the owner of such improve¬ 
ment; Provided* however ; That the 
United States may exercise the right 
of eminent domain if such consent is 
not given. Only those portions of these 
easements that are actually in use or 
that are expressly authorized on 
March 3. 1996, shall continue to be In 
force. 

The grant of the above-described 
lands shall be subject to: 

1. Issuance of a patent confirming 
the boundary description of the lands 
hereinabove granted after approval 
and filing by the Bureau of Land Man¬ 
agement of the official plat of survey 
covering such lands; 

2. Valid existing rights therein, if 
any. including but not limited to those 
created by any lease (including a lease 
issued under section 6(g) of the Alaska 
Statehood Act of July 7. 1958 (72 Stat. 
339. 341; 48 U.S.C.. ch. 2. sec. 6(g) 
(1970)). contract, permit, right-of-way. 
or easement, and the right of the 
lessee, contractor, permittee, or gran¬ 
tee to the complete enjoyment of all 
rights, privileges, and benefits thereby 
granted to him; and 

3. The terms and conditions of the 
agreement of February 18. 1977 be¬ 
tween Doyon, Ltd., and the Secretary 
of the Interior. A copy of the agree¬ 
ment shall be attached to and become 
part of the conveyance document and 
shall be recorded therewith. A copy of 
the agreement is located in the 
Bureau of Land Management ease¬ 
ment case file for Doyon. Ltd., serial¬ 
ized F-22357-02. Any person wishing 
to examine this agreement may do so 
at the Bureau of Land Management. 
Alaska State Office. 555 Cordova 
Street. Anchorage. Alaska 99501. 

To date. 273,931 acres of land, select¬ 
ed pursuant to section 12(c) of the 
Alaska Native Claims Settlement Act 
have been approved for conveyance to 
Doyon, Limited. 

There are no inland water bodies 
considered to be navigable within the 
land described. 

In accordance with Departmental 
regulation 43 CFR 2650.7(d). notice of 
this decision is being published once in 
the Federal Register and once a 
week, for four (4) consecutive weeks. 
In the Fairbanks Daily News-Miner. 
Any party claiming a property interest 
In lands affected by this decision may 
appeal the decision to the Alaska 
Native Claims Appeal Board. P.O. Box 
2433, Anchorage, Alaska 99510, with a 
copy served upon both the Bureau of 
Land Management, Alaska State 
Office, 556 Cordova Street, Anchor¬ 


age, Alaska 99501, and the Regional 
Solicitor. Office of the Solicitor. 510 L 
Street, suit 408. Anchorage. Alaska 
99501. also: 

1. Any party receiving service of this 
decision shall have 30 days from the 
receipt of this decision to file an 
appeal. 

2. Any unknown parties, any parties 
unable to be located after reasonable 
efforts have been expended to locate, 
and any parties who failed or refused 
to sign the return receipt shall have 
until January 18. 1978. to file an 
appeal. 

3. Any party known or unknown who 
may claim a property interest which is 
adversely affected by this decision 
shall be deemed to have waived those 
rights which were adversely affected 
unless an appeal U timely filed with 
the Alaska Native Claims Appeal 
Board. 

To avoid summary dismissal of the 
appeal, there must be strict compli¬ 
ance with the regulations governing 
such appeals. Further information on 
the manner of. and requirements for 
filing an appeal may be obtained from 
the Bureau of Land Management, 555 
Cordova Street. Anchorage. Alaska 
99501 

Roeert E. Sorenson. 

Chief ; Branch of Lands 
and Minerals Operations. 
CFR Doc. 77-36160 Filed 12-16-77; 8 45 ami 


14310 10) 

OH»c« of th« Secretary 

BUREAU Of INDIAN AFFAIRS 
REORGANIZATION TASK FORCE 


Notice is hereby given in accordance 
with Pub. L. 92-463 that meetings of 
the Bureau of Indian Affairs Reorga¬ 
nization Task Force subsequent to the 
December 21 meeting will be held on 
the following dates: 

Wednesday. January 4, 1978 
Wednesday. January 18.1978 
Wednesday. February 8. 1978 
Wednesday. February 15. 1978 
Wednesday. March 1, 1978 
Wednesday, March 15. 1978 
All meetings will commence at 10 
am. in room 6160 at the Department 
of the Interior. I8th and C Streets, 
NW., Washington, D C. These meet¬ 
ings are open to the public. Space will 
permit at least 15 persons to attend 
these meetings in addition to task 
force members and task force staff. 
Any member of public may file written 
statements concerning task force mat¬ 
ters with the task force Chairman or 
task force Director. 

Persons wishing further information 
concerning these meetings may ad¬ 
dress or telephone their inquiries to 
Jack Rushing. Director. Bureau of 
Indian Affairs Reorganization Task 


Force. Office of the Secretary, room 
7353. Washington. D C. 20240. (202- 
343-6010). 

Minutes of the meetings will be 
available for public inspection l week 
after each task force meeting in room 
7353. Department of the Interior. 
Washington. D.C. 20240. 

Bureau of Indian Affairs Reorgani¬ 
zation Task Force meeting dates and 
agendas are as follows: 

Wednesday. December 21, 1977; Organize 
lion, mission, objectives, goal* and *p 
potnlmmt of specific committees. 
Wednesday. January 4. 1978* Diflcu&i specif 
Ic problems raised on agenda assign 
to committees for resolution. 

Wednesday. January 18. 1978: Committee 
reports on resolving issues; take up net* 
problems—begin to define objectives of 
Bureau of Indian Affairs as reorganised 
Wednesday. February 8. 1978: Propose prr 
Uminary reorganization plan, receive corn 
menu—assign new issues based on plan 
and comments. 

Wednesday. February 15, 1976; Receive 
committee reports on problem issue* 
refine proposed reorganization plan and 
identify and assign issues not yet con&td 
ered. 

Wedncsday. March 1, 1978c Receive commit 
tee reports and discuss revised proposed 
reorganization plan 

Wednesday. March 15, 1976. Consider and 
approve reorganization recommendations, 
timetable and plans; obtain dissents/alter 
native* 

During the week of March 27-31, 
1978. preparation of recommendation* 
for the Secretary of the Interior on 
Bureau of Indian Affairs reorganize 
tlon will be made 

Dated: December 14. 1977. 

Jack Rushing. 

Staff Director 

(PR Doc. 77-36104 Filed 12-16-77; 6:45 ami 


14110-89] 

NATIONAL ADVISO«r COUNCIL ON 
THE EDUCATION Of 0ISADVAN- 
TAGED CHILDREN 

NOTICE OF MEETING 

Notice is hereby given, pursuant to 
Pub. L. 92-463. that the next meeting 
of the National Advisory Council on 
the Education of Disadvantaged Chil¬ 
dren will be held on Friday, January 
20 and on Saturday. January 21. 1976 
The Committees on Site Visits/Parent 
Involvement. Indian Education/Mi 
grant. Mandated Studies and Legisia 
tlve Testimony will meet on Friday 
morning from 9 a m 12 noon. The full 
Council meeting will convene from l 
pjn. until 5 pjn.. and will reconvene 
on Saturday from 9 am -2 p.m. Th«- 
two-day meeting will be held at 425 
Thirteenth Street NW.. Suite 1012. 
Washington. D.C. 20004. 

The National Advisory Council on 
the Education of Disadvantaged Chi! 
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dren is established under section 148 
of the Elementary and Secondary Act 
(20 UJ5.C. 2411) to advise the Presi¬ 
dent and the Congress on the effec¬ 
tiveness of compensatory education to 
Improve the educational attainment of 
disadvantaged children. 

The purpose of the meeting is for 
Council to work on their 1978 draft 
Annual Report and hear reports from 
Council members on the various site 
visit activities. Time is also being set 
aside to plan and outline upcoming 
Council activities and meetings. 

Because of limited space, all persons 
wishing to attend should call for reser¬ 
vations by January 16, 1978. area code 
202-724-0114. 

Records shall be kept of all Council 
proceedings and shall be available for 
public Inspection at the Office of the 
National Advisory Council on the Edu¬ 
cation of Disadvantaged Children, lo¬ 
cated at 425 Thirteenth Street NW., 
Suite 1012. Washington. D.C. 20004. 

Signed at Washington. D.C. on De¬ 
cember 14. 1977. 

Roberta Lovenheim, 
Executive Director . 
CFR Doc. 77 36083 Piled 12-16-77; 8:45 am) 


17590-01] 

NUCLEAR REGULATORY 
COMMISSION 

AOVISORY COMMITTEE ON REACTOR SAFE¬ 
GUARDS WORKING GROUP ON ANTICIPAT¬ 
ED TRANSIENTS WITHOUT SCRAM 

Chon^t of Dote 

The December 20, 1977 meeting of 
the ACRS Working Group on Antici¬ 
pated Transients Without Scram has 
been rescheduled to be held on Febru¬ 
ary 17. 1978, and will begin at 8:30 a.m. 
Notices of this meeting were published 
in the Federal Register on December 
2 and 15, 1977. All items pertaining to 
the meeting on February 17. 1978 
remain the same as stated In the Fed¬ 
eral Register notice published on De¬ 
cember 2.1977. 

Dated: December 15.1977. 

John C. Hoyle, 
Advisory Committee 
Management Officer. 
[PR Doc. 77 36208 Filed 12-16-77; 8:45 am) 


[3110-01] 

OFFICE OF MANAGEMENT AND 
BUDGET 

PRESIDENTS REORGANIZATION PROJECT 

Reorganisation Study of Natural Ratourtot 
and Invkomnanlaf Functions; Rrqwon far 
Commantt 

December 12.1977. 

On August 2, 1977, President Carter 
approved a plan to study whether Fed¬ 


eral responsibilities for natural re¬ 
sources and environmental programs 
are effectively organized and to con¬ 
sider passible improvements. It is also 
the President's wish that this study, as 
well as other studies within the Presi¬ 
dent's Reorganization Project, involve 
maximum participation of the public. 

We have developed the enclased doc¬ 
ument as a means to obtain your view's 
and comments. We wish to consult ex¬ 
tensively with public interest groups. 
Congress and government agencies to 
obtain a comprehensive view. 

This document is not a report, nor 
the result of an analysis of current 
programs, nor does it provide recom¬ 
mendations. It merely seeks your com¬ 
ments and views for use in our analy¬ 
sis. to help form the study's conclu¬ 
sions and to make recommendations to 
the President. 

While we know that a thorough re¬ 
sponse will require time, we would like 
your reply by January 14. 1978. All re¬ 
plies will be reviewed, but receipt of 
comments by January 14. will allow us 
time to follow-up on your ideas. 

We will evaluate your comments and 
include them as part of our analyses. 
All respondents to the enclosed solici¬ 
tation will be sent a copy of subse¬ 
quent option papers released for 
public comment. 

We value your participation and 
look forward to your reply. 

Send responses to: Executive Office 
of the President. Office of Manage¬ 
ment and Budget. President's Reorga¬ 
nization Project. Natural Resources/ 
Environment Division, room 3203, 
NEOB. 726 Jackson Place NW.. Wash¬ 
ington. D.C. 20503. 

For further Information contact: 
Jack Donahue or Frank Wilson 202- 
395-5105. 

William W. Harsch. 

Deputy Associate Director . Natu¬ 
ral Resources , Environment 
Division. 

Introduction 

President Carter asked us to deter¬ 
mine whether the organization and 
processes for carrying out the Federal 
Government's natural resources and 
environmental responsibilities are de¬ 
signed to foster the objectives of those 
programs. To the extent that existing 
organization and processes do not 
serve program objectives, we are asked 
to develop and recommend improve¬ 
ments. 

PURPOSE OP THIS PAPER 

This paper is designed to obtain the 
views and reactions of persons outside 
the Federal Government who have an 
interest in natural resources and envi¬ 
ronmental programs. This paper is not 
a report nor the product of an analysis 
and does not report conclusions or rec¬ 
ommendations. It is an Integral part of 


our fact gathering. Your views will be 
used in developing our conclusions and 
recommendations. 

The paper seeks your views on three 
closely related topics: 

I. Problems which, in your view, are 
caused by the existing organization, or 
needs which the existing organization 
cannot effectively address. It is Impor¬ 
tant that you be specific in describing 
problems. Examples or case histories 
should be used to Illustrate problems 
where possible. 

II. Underlying issues which must be 
addressed as a basis for analyzing the 
present organizational structure as 
well as any alternative structures 
which might be proposed. 

III. Preliminary organizational alter¬ 
natives which have been suggested by 
previous reorganization studies and by 
the agencies and interest groups that 
have been consulted thus far. These 
alternatives range from improved co¬ 
ordination mechanisms between spe¬ 
cific programs, to major progr&matic 
and functional consolidations among 
Cabinet Departments. Your discussion 
of the organizational alternatives 
should be logically consistent with 
your preceding discussions of problems 
and underlying issues. In other w’ords. 
the alternative^) which you favor 
should solve the problems which you 
describe and be in line with your posi¬ 
tion on the underlying issues. 

We designed this paper to solicit in¬ 
formation on the full range of natural 
resources and environmental functions 
and agencies. However, if your time or 
interest is limited please feel free to 
address your comments accordingly to 
the broadest range of organizational 
or process problems, underlying issues, 
and alternatives with which you are 
familiar. 

While we would like you to support 
your analysis and ranking of alterna¬ 
tives with specific problems and issues, 
we are Interested in your views, 
whether or not you have developed a 
compelling case for them. 

SCOPE OP STUDY 

The scope of the study is summa¬ 
rized as follows: 

Regarding natural resources it 
covers: 

Natural resources within the. public 
domain which are directly managed 
and those which are privately owned 
or owned by State and local jurisdic¬ 
tions or are subject to regulation, fi¬ 
nancial or technical assistance or trust 
responsibilities. 

Non-renewable (e.g,, coal, oil, miner¬ 
als. etc.) and renewable (e.g.. timber, 
fish, wildlife, etc.). 

The conservation and protection of 
natural resources as well as their de¬ 
velopment and use. 

The sciences, technology and data 
needed to make well-founded decisions 
affecting both Immediate situations 
and future needs. 
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The organ teat tonal arrangement 
needed for broad national policy for¬ 
mulation. program and case decisions, 
effective day-to-day management and 
service delivery. 

Federal interactions with State and 
local, private and international inter¬ 
ests. 

Regarding environmental protection 
the scope includes: 

All media—air. water, land. 

Any pollutant or source of pollu¬ 
tion-chemicals. industrial or munici¬ 
pal wastes, air emissions, radiation, 
noise, solid wastes or others. 

All functions—policy setting, regula¬ 
tion, enforcement, research, monitor¬ 
ing. information dissemination and 
grants. 

Federal interactions with 8tate and 
local, private and international Inter¬ 
ests. 

Certain agencies are centrally in¬ 
volved in the scope of study: 

Department of Agriculture—UJ5. 
Forest Service. Soil Conservation Ser¬ 
vice. and supporting programs else¬ 
where in the Department. 

Department of the Interior—Ail pro¬ 
grams except the Mine Enforcement 
and Safety Administration to be trans¬ 
ferred by law to the Department of 
Labor. 

Department of Commerce—National 
Oceanic and Atmospheric Admi n 1st ra¬ 
tion. 

Department of Defense—Army 
Corps of Engineers. Civil Works. 

Council on Environmental Quality. 

Environmental Protection Agency. 

Water Resources Council. 

Several agencies with energy-related 
missions have strong natural resources 
and environmental Involvements and. 
as such, will be examined as appropri¬ 
ate and needed: 

Department of Energy. 

Nuclear Regulatory Commission. 

Tennessee Valley Authority. 

Department of Agriculture—Rural 
Electrification Administration. 

Some agencies have a collateral in¬ 
volvement with natural resources or 
environmental matters incident to 
their broader mission. Appropriate re¬ 
sponsibilities of these agencies will 
also be reviewed as necessary. Exam¬ 
ples include: 

U.S. Coast Guard. 

National Aeronautics and Space Ad¬ 
ministration. 

National Science Foundation. 

Agencies with Native American and 
Natural Resource Trust responsibil¬ 
ities. 

Organizations to perform programs 
and missions which are outmoded or 
changed in character. 

Excessive delays in reaching deci¬ 
sions, if due to multiple agency in¬ 
volvement in the same issue. 

Decision processes which are not 
sufficiently open to participation by 
interested parties including state, local 
or regional groups. 


NOTICES 

//. Comment on Underlying Issues 

A number of general issues can be 
stated which have a bearing on deter¬ 
mining a sound organizational pattern 
for natural resource and environmen¬ 
tal functions. The resolution of these 
issues would tend to provide guiding 
principles in the development and 
analysis of organizational alternatives. 
You are invited to comment on these 
Issues or to Identify and comment on 
other underlying issues. 

1. Regulatory independence, le. How 
important is it to have environmental 
regulatory standard-setting and en¬ 
forcement separated from other relat¬ 
ed activities, or otherwise organized so 
as to enhance its independence? Inde¬ 
pendent from what? What organiza¬ 
tional provisions are required to assure 
adequate Independence without caus¬ 
ing unresponsiveness to related legisla¬ 
tive Intent and national policy objec¬ 
tives or lack of understanding of the 
activity to be regulated. 

What organizational relationship is 
appropriate between programs which 
regulate a particular sector and those 
which promote or serve that sector as 
a clientele? 

What organizational relationship is 
appropriate between environmental 
regulatory programs and the R&D 
needed to support regulatory deci¬ 
sions? 

2. Management of Indian-owned re¬ 
sources. An important part of the Fed¬ 
eral trust responsibility for Indian af¬ 
fairs Is the management of natural re¬ 
sources on Indian reservations for the 
benefit of the Indians. Under any or¬ 
ganizational plan this obligation must 
be well served in close concert with 
the affected tribe. 

3. Interrelatedness of natural re¬ 
sources and environment phenomena. 
What aspects of the ocean, atmo¬ 
sphere and land, and surface waters 
interrelate? Are there other Interrela¬ 
tionships? 

What organizational inferences can 
be drawn? 

Is there an identifiable pattern In 
our dealings with specific resource 
fields such as water, air. land, or 
oceans that is common to all? e.g., 
does each Involve basic research, data 
accumulation, governing policy, inven¬ 
tory of assets, development of re¬ 
sources to meet human needs, preser¬ 
vation of the resource base and protec¬ 
tion of its quality. To the extent there 
Is a common pattern, what, if any. or¬ 
ganization inferences are there? 

4. Advocacy and conflict resolution. 
Balanced management of natural re¬ 
sources often involves a tension be¬ 
tween development and use of re¬ 
sources versus their preservation and 
protection. In some manner the gov¬ 
ernmental process must permit each 
of these points of view to be effective¬ 
ly advocated at both policy level and 
in specific site case decisions. Where 


and how should advocacy be built into 
the system? The governmental process 
must also provide for resolution of 
conflicts. Where and how should this 
responsibility be placed? 

5. Managing the public land domain. 
How much uniformity or consistency 
is needed In the management of public 
lands in terms of such things as per¬ 
mitting. user fees, grazing and forestry 
practices, recreational uses, etc.? 

6. Public and private land and relat¬ 
ed resources. Our total land and relat¬ 
ed resources are mostly publicly 
owned In the West and mostly private¬ 
ly owned In the East. Is the Federal 
role with respect to the public and pri¬ 
vate resources so different as to 
permit or require separate organiza¬ 
tions? Conversely, are the objectives 
and problems so similar that it permits 
or requires that they be joined under a 
single management? 

7. Environmental regulation and 
public health. To what extent is envi¬ 
ronmental regulation an Inherent part 
of the responsibility for guarding 
public health? Does this relationship 
provide a meaningful guideline in 
terms of organizing federal programs 
in these fields? Is environmental regu¬ 
lation closer to public health or to nat¬ 
ural resource management? 

8. Federal/regional/State/local bal¬ 
ance. Are decisionmaking and imple¬ 
menting actions in the fields of natu¬ 
ral resource management and environ¬ 
mental protection assigned to the best 
advantage among the levels of Govern¬ 
ment? What suggestions for adjust¬ 
ment? 

9. Research support Resource man¬ 
agement and environmental regulation 
need effective R&D support. A 
number of issues arise In organizing to 
provide this support. e.g. when and 
how to consolidate responsibility for 
performing related research versus 
leaving it disaggregated to assure 
closer responsiveness to operating 
needs and to provide multiple ap¬ 
proaches to achieving break-throughs. 
Proper balance between short-term, 
objective oriented research versus 
long-term basic or anticipatory re¬ 
search. 

///. Preliminary Organisational Al¬ 
ternatives for Federal Natural Re¬ 
sources and Environmental Pro¬ 
grams 

Our study of previous reorganization 
proposals and consultation with a 
number of congressional, agency and 
interest group contacts has revealed 
numerous organizational alternatives 
related to Federal natural resources 
and environmental programs. For con¬ 
venience. these alternatives have been 
grouped into four different categories: 

Changes affecting specific programs 
or activities. 

Strengthened interagency coordina¬ 
te processes. 

Realignments and consolidations af¬ 
fecting single resource areas. 
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Major realignments and consolida¬ 
tions. 

In order to focus the analysis of 
problems and underlying issues, we are 
considering these alternatives as pre¬ 
liminary alternatives and soliciting 
your views on them. Your comments 
will be used to develop and analyze the 
final set of options included in the rec¬ 
ommendations to the President. While 
a wide range of alternatives is showm 
below, the list Is not exhaustive and 
you are Invited to suggest additional 
alternatives for consideration. 

We are interested in several specific 
kinds of reactions to the preliminary 
alternatives presented here: 

L A list of the alternatives which 
you favor. In order of preference. Do 
not limit yourself to the preliminary 
alternative shown here, but add any 
other alternatives which you would 
like to propose. 

2. A discussion of the advantages 
and disadvantages associated with the 
alternatives listed. To the extent possi¬ 
ble, this discussion should relate to 
the problems and Issues presented ear¬ 
lier in your response. 

A. Changes Affecting Specific 
Programs or Activities 

These alternatives involve actions to 
improve illogical or ineffective organi¬ 
zational placement of specific pro¬ 
grams or activities, w'here merited. 
Generally the basic structure among 
agencies would be unaffected except 
as they relate to the specific program 
or programs involved. 

Many cases can be cited as possible 
candidates for these alternatives, sub¬ 
ject. in each case, to finding that the 
potential net benefits are sufficiently 
demonstrable upon closer examina¬ 
tion: 

Examples: 1. Creation of a single 
civil survey (mapping and charting) 
agency by consolidation of responsibil¬ 
ities now in Geological Survey and the 
National Oceanic and Atmospheric 
Agency and perhaps related activities 
in a number of other agencies. 

2. Designation of a single agency to 
perform weather modification func¬ 
tions. 

3. Possible redirection of the Corps 
of Engineers and the Bureau of Recla¬ 
mation to assume new missions as al¬ 
ternatives to their traditional roles. 

4. Streamline and perhaps realign 
deep water port responsibilities be¬ 
tween the Coast Guard and Commerce 
Department (NOAA). 

5. Redirect and possibly consolidate 
Federal responsibilities relating to out¬ 
door recreation. 

6. Transfer navigation functions 
from Corps of Engineers to the De¬ 
partment of Transportation or respon¬ 
sibilities for irrigation projects from 
the Bureau of Reclamation to the De¬ 
partment of Agriculture. 

7. Realignment of responsibilities 
among agencies engaged in environ¬ 


mental monitoring, e.g., consolidation 
of water monitoring programs. 

8. Selective consolidation of research 
or dAta services which are similar in 
nature or purpose, e.g. renewable re¬ 
sources research. 

B. Strengthened Interagency 
Coordinative Processes 

These alternatives assume that any 
problems or failures in the present or¬ 
ganization can be adequately ad¬ 
dressed through Interagency coordina¬ 
tion and do not require change in the 
basic structure or mission among exist¬ 
ing agencies. This avoids the disrup¬ 
tion of major change. Existing prob¬ 
lems could be addressed within the ex¬ 
isting Interagency structure through 
semi-formal means such as. 

Lead agency assignments, for water 
quality or other types of research. 
This could even Include direct funding 
and “pass-through" of certain re¬ 
search funds to other agencies. 

Interagency task forces to perform 
one-time assignments, e.g. develop 
common standards and procedures for 
environmental monitoring. 

Interagency agreements for continu¬ 
ing cooperative efforts among tw*o or 
more agencies, collection of specific 
water quality data. 

Interagency standing committees to 
facilitate communication in matters of 
continuing common concern, forest 
fire control or a modified Federal Ra¬ 
diation Council. 

Within the concept of these alterna¬ 
tives would be the possibility of creat¬ 
ing or strengthening an interagency 
coordinative body to help assure that 
the operating agencies work together 
effectively and produce consistent 
polio* and regulations. Possibilities In¬ 
clude: 

A strengthened Council on Environ¬ 
mental Quality (CEQ) or Water Re¬ 
sources Council including oversight 
authority or budgetary control. 

Creation of a formal body, to devel¬ 
op policy and oversee Its execution by 
the operating agencies. This body, per¬ 
haps called The Natural Resources 
Council, would participate in the 
budget review process and could even 
be directly funded for selected activi¬ 
ties such as research that is not direct¬ 
ly mission related. 

Finally this general category of al¬ 
ternatives could include the idea of es¬ 
tablishing in each relevant Depart¬ 
ment or agency an environmental unit 
that is responsive to a central counter¬ 
part in the Executive Office or White 
House. These units would be responsi¬ 
ble for representing the environmental 
view in their agencies and would do so 
in government-wide concert through 
the leadership of the central counter¬ 
part unit. The latter could be a modifi¬ 
cation of the CEQ. 


C. Realignments and Consolidations 
Affecting Single Resource Areas 

It may be concluded after further 
study that the federal responsibilities 
in one or two resource areas—water, 
oceans, or land would be significantly 
Improved by consolidation under uni¬ 
fied direction. Consolidation in other 
resource areas would be avoided If the 
same compelling case cannot be made 
in those instances. 

Each resource area has Its own 
unique circumstances. The possible re¬ 
source area realignments could take 
place in several alternative ways: 

1. Water. (a) Consolidate in a single 
agency only the policy and planning 
aspects of water management and 
leave design, construction, mainte¬ 
nance and operation In their present 
locations in Interior. Agriculture and 
Corps of Engineers. Planning for the 
water quality program of the Environ¬ 
mental Protection Agency (EPA) could 
be included or could remain with EPA. 
(b) Same as above except that the con¬ 
solidated water resource planning 
body would also directly receive funds 
for "pass-through" to the construction 
agencies, (c) Consolidate all water re¬ 
source management activities from In¬ 
terior, Agriculture, and Corps includ¬ 
ing everything from early planning to 
construction and operation. Perhaps 
the waste water treatment grants of 
EPA would be Included. <d> Transfer 
greater responsibility for water re¬ 
source development to individual 
states which have the capability and 
desire to assume that responsibility. 
Such a grant of authority would re¬ 
quire legislation and would involve a 
shared system of standards, grants, 
and federal oversight. Certain types of 
projects might be stipulated to be in¬ 
eligible for assignment to states be¬ 
cause of strong Interstate, national or 
even international implications. 

2. Land and related resources, (a) 
Consolidate management of public 
multiple-use lands by combining man¬ 
agement of National Forests from the 
Forest Service and the functions of 
the Bureau of Land Management 
(BLM). (b) Consolidate management 
of all public lands in a single agency 
including multiple and single use lands 
Le. National Forest Management land 
functions of Fish & Wildlife Service 
(FWS). and all of BLM and National 
Park Service (NPS). (c) Consolidate all 
public and private land and land relat¬ 
ed resource functions In a single 
agency, i.e. all of Forest Service. BLM. 
NPS, FWS, Soil Conservation Service 
(SCS) (perhaps except for water func¬ 
tions) and Bureau of Outdoor Recrea¬ 
tion. (d) Broaden the consolidation to 
include all mineral management by In¬ 
cluding functions of Geologic Survey 
and the Bureau of Mines, (e) Create a 
public land corporation to manage se¬ 
lected Federal real estate which has 
commercial potential. 
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3. Ocean Resources, (a) Bring togeth¬ 
er under a single agency all federal 
programs related to the management 
of ocean renewable and non-renewable 
resources. Tills would include National 
Oceanic Sc Atmospheric Administra¬ 
tion (NOAA) and outer continental 
shelf portions of BLM. United States 
Geologic Survey (USGS), FWS and 
other Interior units, as well as pro¬ 
grams of EPA and Coast Guard, (b) 
The ocean resources consolidation 
could be limited by dealing only with 
non-regulatory activities with ocean 
resources regulation assigned to EPA 
or others. 

Nora —In any of these single resource 
area realignment and consolidation options 
the resulting agency could be either free¬ 
standing or contained in an existing Depart¬ 
ment or issues could be consolidated In an 
over-arching planning and policy Council! •>. 

D. Major Realignments and 
Consolidations 

Natural resource and environmental 
programs have been dispersed histori¬ 
cally among a number of agencies with 
no clearly discemable rationale except 
that since the early 70‘s environmen¬ 
tal regulatory functions and powers 
have been largely centralized In EPA. 

Several realignment and consolida¬ 
tion alternatives are identified below 
as possible ways of introducing greater 
coherence and manageability to these 
programs which interact in many 
ways. 

1. Consolidation of natural resource 
functions to form a Department of 
Natural Resources—Environmental 
regulations continue in a separate 
EPA. 

The concept would bring together 
under unified planning and direction, 
all resource management programs In¬ 
cluding responsibility for balancing de¬ 
velopment to meet needs with conser¬ 
vation and environmental quality 
values The regulatory powers to pro¬ 
tect the environment would be sepa¬ 
rated from the resource manager to 
avoid possible conflict. 

The following agencies would be in¬ 
cluded In this concept: Interior. Forest 
Service and all or parts of Soil Conser¬ 
vation Service from Agriculture. 
NOAA from Commerce. Civil Works of 
Corps of Engineers. Water Resources 
Council. The concept might or might 
not extend to TV A. the waste w r ater 
treatment grants of EPA and specific 
smaller functions of other agencies. 

2. Consolidation of natural resources 
and environmental regulatory pro¬ 
grams to form a Department of Natu¬ 
ral Resources and the Environment. 

This concept involves combining the 
two separate entities of the previous 
alternative—natural resources man¬ 
agement and environmental regula¬ 
tion—into a single Department. Such 
an arrangement would permit maxi¬ 
mum sharing of data, skills and facili¬ 


ties. The need for independence in ad¬ 
ministering the environmental regula¬ 
tory powers could be provided by “in¬ 
sulating'* this activity within the 
framework of the Department in a 
manner similar to the regulatory pro¬ 
gram within the Department of 
Energy. 

3. Combine the farm related activi¬ 
ties of the U.S. Department of Agricul¬ 
ture with the management of public 
and private non urban land and relat¬ 
ed renewable resources now placed In 
Agriculture. Interior and other agen¬ 
cies. This would produce a Depart¬ 
ment of Agriculture and Renewable 
Resources. 

This concept recognizes the close as¬ 
sociation between land resources and 
the production of food and fiber. It 
would also consolidate such renewable 
resource management programs as 
those involving forestry, rangelands, 
fish and wildlife. Research and data 
programs applicable to soil and renew¬ 
able resources would be brought to¬ 
gether and integrated. The consolida¬ 
tion would span both public and pri¬ 
vately owned land resources although 
this distinction could be organization¬ 
ally recognized Internally if desired. 

4. Join ocean resource programs 
with environmental regulation pro¬ 
grams to form a Department of Ocean 
Resources and the Environment. 

This alternative would combine 
ocean resource activities of NOAA. In¬ 
terior. EPA. perhaps the Coast Guard 
and others, and the environmental 
regulatory activities of EPA. The con¬ 
cept would include the idea that ocean 
resources are quite distinct from other 
resource categories and should have 
separate attention. 

Again in this case, the regulatory 
program could be 'Insulated** to avoid 
conflict with the development respon¬ 
sibilities. , 

5. Resource development activities 
could be assigned to one Department— 
a Department of Resource Develop¬ 
ment-while. at the same time, envi¬ 
ronmental protection and resource 
conservation activities could* be 
brought together in a Department of 
the Environment and Conservation. 
Since this concept involves two advo¬ 
cacy oriented Departments, a third 
body might be needed to set overall 
policy and rule on unresolved conflicts 
short of the President. 

This alternative recognizes the con¬ 
tinuing tension between developmen¬ 
tal Interests on the one hand and envi¬ 
ronmental quality and resource con¬ 
servation values on the other hand. 
Each would be segregated from the 
other so as to avoid internal conflict 
within a single agency and to provide a 
clear advocacy within government for 
these respective points of view. 

The development-oriented agency 
would include programs of BLM. 
Bureau of Reclamation. Bureau of 


Mines. Bureau of Outdoor Recreation, 
Corps of Engineers. Fishery develop* 
ment and other parts of NOAA. and 
most functions of the Forest Service. 

The preservation-oriented agency 
would take In programs of EPA. FWS, 
parts of NOAA, parts of SCS, NPS, 
and parts of Forest Service. 

The third arbiter type unit, if 
deemed necessary, might be a very 
small Executive Office unit confined 
to policy formulation and major case 
resolution. It could also be expanded 
to meet some needs common to both 
“advocate** agencies in order to pre¬ 
vent duplication In research activities. 

In terms of RAcD work, each advo¬ 
cate w r ould do close program support 
research, including regulatory support 
work. Anticipatory and basic research 
should be independent and without 
bias and should be housed in the third 
overseer organization. This would in¬ 
volve, as a minimum, parts of Geologi¬ 
cal Survey and of NOAA. In this event 
the overseer agency would be too large 
and operational for the Executive 
Office. 

6. The environmental regulatory- 
functions could be combined with 
public health regulatory functions to 
form a Department of the Environ¬ 
ment and Public Health. 

While the scope of our study is not 
designed to fully evaluate this alterna¬ 
tive. it may conclude that the func¬ 
tions of environmental protection are 
more related to the protection of 
human health than to the manage¬ 
ment of natural resources. We have in¬ 
cluded this option specifically to solic¬ 
it your views on this set of issues. Fur¬ 
ther work would be needed to fully ex¬ 
amine this possibility. 

This concept would recognize a 
strong and growing commonality of in¬ 
terest between EPA and several public 
health agencies In connection with 
harmful substances which come to us 
through the environment, the work 
place, products and the food chain. 
The commonality extends across a 
range of activities Including the identi¬ 
fication of toxics, monitoring, regula¬ 
tory enforcement strategies and sup¬ 
porting research. 

In effect, this alternative would take 
environmental protection in a differ¬ 
ent direction from natural resources 
management and conclude, instead, 
that it needs to be more closely a&soci 
ated with public health regulation and 
administration. 

This alternative w r ould take all or 
most of EPA*8 functions and Join them 
with selected functions of the Food 
and Drug Administration, Occupation¬ 
al Safety and Health Administration. 
Consumer Product Safety Commis¬ 
sion, National Institutes of Health. 
National Institute of Occupational 
Safety and Health and perhaps others. 

Nora—It a recognized that related study 
U going on at present to identify means of 
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achieving a coordinated approach to toxk 
substances control within the existing inter¬ 
agency structure. 

E. Other Alternatives or Approaches 

Some alternatives have been sug¬ 
gested which represent essentially dif¬ 
ferent approaches as compared with 
the foregoing alternatives. These arc 
valid possibilities and comments are 
invited. They are Itemized as follows: 

1. Internal agency reorganization. 
Improve organization and streamline 
processes Internally within existing 
Departments and agencies. Specific 
suggestions would be welcome. This 
approach could also Include specific 
actions to decentralize decision¬ 
making or operations from Washing¬ 
ton to the field arm of the respective 
agencies. 

2. Time-phased proposals. Any of the 
major consolidations listed earlier 
could be accomplished on a time- 
phased basis. That is t the major con¬ 
cept and framework of a new Depart¬ 
ment could be established with only a 
portion of the total plan implemented 
initially. The remaining portions of 
the plan could be effected over time as 
they become ready for implementation 
and as the Department is ready to ef¬ 
fectively absorb them. In this connec¬ 
tion. respondents may wish to suggest 
a priority sequence for implementa¬ 
tion of any given alternative. 

Dcpo/uffcro to State, regional or 
local levels. Federal functions In the 
resource and environmental protection 
field could be reviewed to Identify fur¬ 
ther opportunities for shifting federal 
responsibilities to State, regional or 
local levels. There Is already a sharing 
of roles in many areas, but this process 
could be enlarged so that local or re¬ 
gional views are more accurately and 
systematically included in resource 
management decisions. Alternative 
C.l(d) relating to water resources 
management is a specific example of 
this approach. 

4. Private sector performance Cer¬ 
tain governmental functions in this 
area could be considered for perfor¬ 
mance by private organizations. Data 
management activities or research 
may be areas in which this approach Is 
feasible. 

5. Terminate functions. Respondents 
may feel that specific federal func¬ 
tions are unnecessary, outmoded, un¬ 
justified or actually counter-produc¬ 
tive. This perception on the part of re¬ 
spondents could produce suggestions 
for termination of specific programs. 

(FR Doc. 77-36127 Filed 12-16-77; 8:45 am] 


[7555-02] 

OFFICE OF SCIENCE AND 
TECHNOLOGY POLICY 

EARTHQUAKE HAZARDS REDUCTION 
ADVISORY GROUP 

M iiH h r 

In accordance with the Federal Advi¬ 
sory Committee Act. Pub. L. 92-463. 
the Office of 8clencc and Technology 

Policy announces the following meet¬ 
ing: 

Name: Earthquake Hazards Reduction Advi¬ 
sory Oroup. 

Date: January 6 and 7. 1978. 

Time: 9 a-m. to 4 p m. 

Place: Conference Facility Part A. Building 
3. Sib Muldtefleld Road. Menlo Park. 
Calif. 94026 

Type of meeting: Open. 

Contact person: Mr. William Montgomery. 
Executive Office of the President, Office 
of Science and Technology Policy. Wash¬ 
ington. D.C. 20500. 202 395-4692. 

Summary minutes: May be obtained from 
the Office of Science and Technology 
Policy. Washington. D.C 20500. 

Purpose of advisory committee: The Office 
of Science and Technology Policy, in ac¬ 
cordance with the statutory mandate to 
analyse and interpret significant develop¬ 
ments and trends in science and technol¬ 
ogy and relate these to their Impact on 
the achievement of national goals and ob¬ 
jectives. Is reviewing the activities and 
plans appropriate to the Federal. State, 
local governmental units, and the private 
sector for the implementation of actions 
derived from a comprehensive program of 
research in earthquake prediction, earth¬ 
quake hazards assessment and earthquake 
disaster mitigation. 

Agenda: 9 a_m. to 4 p m.—a discussion of 
draft materials prepared as part of the 
policy review process for the President. 

William Montgomeky. 

Executive Officer. 

(PR Doc. 77-36196 Filed 12-16-77; 8:45 am] 


[8025-01] 

SMALL BUSINESS ADMINISTRATION 

(License No. 04/04-01151 

RIO INVESTMENT CORP. 

Netic# of Appiicotieo for o Uconie at o Smotl 
Botin* ft • Invofttmont Comporty (SBiC) 

Notice Is hereby given of the filing 
of an application with the Small Busi¬ 
ness Administration (SBA). pursuant 
to Section 107.102 of the Regulations 
(13 CFR 107.102 (1977)), under the 
name of RIO Investment Corp.. 1415 
Industry Avenue. Albany. Ga. 31702. 
for a Licensee to operate in the State 
of Georgia as a Small Business Invest¬ 
ment Company (SBIC) under the pro¬ 
visions of the Small Business Invest¬ 
ment Act of 1958 (Act), as amended 
(15 U.8.C. et seq.). 

The Applicant intends to raise its 
initial capita] through an offering of 
its common stock to the general 


public, under Regulation A of the se¬ 
curities act of 1933. 

The proposed officers and directors 
and major stockholders are as follows: 

Johp L. Mock. 1704 West Broad Street. 
Albany. Ga. 31702-President and Direc¬ 
tor. 

James M. Mills. 411 Pecan Drive. Americu*. 

Ga. 31709—Vice President and Director. 
John Beasley. 1904 Gail Avenue, Albany. 
Ga. 31706—Secretary. Treasurer and Di¬ 
rector. 

John Mallory. Jr.. 703 W. 12th Street. 
Tifton. Ga. 31794—General Manager and 
Director. 

Ernest M. Patrick. Route 1. Box 287A. Cor- 
dele. Ga. 31015—Director. 

Cecil S. Musgrove. 1902 Gail Avenue. 

Albany, Ga. 31705—Director. 

Charles S. Orlce, Oleander Street. P.O. Box 
7112. La OunA Beach. Fla. 32401—Direc¬ 
tor. 

James F. Montgomery. Dawson. Ga. 31762- 
Director. 

Donald H Bravaldo, 1314 8th Avenue. 

Albany. Oa. 31707—Director. 

Wallace E. Waters. 1304 8th Avenue, 
Albany. Ga. 31707—Director. 

•RIO 8torcs (over 10 percent). 

•RIO Development (over 10 percent). 

"RIO Real Estate Holding Co.. Inc.. 1416 In¬ 
dustry Avenue. Albany. Oa, 31702—(over 
10 percent). 

All of the officers and directors of 
the Applicant are either officers, di¬ 
rectors or stockholders of at least one 
or more of the aforesaid companies 
and therefore affiliated or under 
common control with the applicant. • 
The Applicant will begin operations 
with a capitalization of $350,000 which 
will be a source of long-term loans for 
qualified small business concerns with 
particular attention in the retail food 
Industry. In addition to financial assis¬ 
tance. the Applicant will provide con¬ 
sulting services to Its clients. 

The Applicant will conduct its oper¬ 
ations principally In the State of Geor¬ 
gia, northern Florida and southeast¬ 
ern Alabama. 

Matters Involved in SBA*s consider¬ 
ation of the application include the 
general business reputation and char¬ 
acter of the proposed owners and man¬ 
agement, including adequate profit¬ 
ability and financial soundness in ac¬ 
cordance with the Act and Regula¬ 
tions. 

Notice is further given that any in¬ 
terested person may. not later than 
fifteen (15) days from the date of pub¬ 
lication of this Notice, submit written 
comments on the proposed company 
to the Deputy Associate Administrator 
for Investment. Small Business Ad¬ 
ministration. 1441 L Street NW., 
Washington. D.C. 20410. 

Dated: December 12. 1977. 


•These three (3) corporations are affili¬ 
ated with the Applicant. Following the ini¬ 
tial offering these companies will each hold 
more than ten (10) percent of the outstand¬ 
ing shares in Applicant. 
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(Catalog of Federal Domestic Assistance 
Program No. 59.011, Small Business Invest¬ 
ment Companies.) 

Peter F. McNeish, 
Deputy Associate Administrator 
for Investment 

IFR Doc. 77-36088 Filed 12-16-77: 6:45 am) 


[4710-011 

DEPARTMENT OF STATE 

1 Public Notice 583) 

CULTURALLY SIGNIFICANT OBJECTS FROM THE 
GERMAN DEMOCRATIC REPUBLIC 

Determination 

Notice is hereby given of the follow¬ 
ing determination: 

Pursuant to the authority vested in 
me by the Act of October 19. 1965 <79 
Slat. 985), Executive Order 11312 of 
October 14. 1966 <31 FR 13415, Octo¬ 
ber 18. 1966) and delegation of author¬ 
ity No. 113 of December 23. 1966 <32 
FR 58, January 5. 1967). I hereby de¬ 
termine that (1) the 641 objects de¬ 
scribed in the list* filed as a part of 
this determination pursuant to an 
agreement of September 24. 1977. be¬ 
tween the Staatllche KunsLsammlun¬ 
gen. Dresden. German Democratic Re¬ 
public. the National Gallery of Art. 
Washington. D.C., the Metropolitan 
Museum of Art, New York. N.Y., and 
the Fine Arts Museums of San Fran¬ 
cisco, San Francisco. Calif., for tempo¬ 
rary exhibition without profit within 
the United States are of cultural sig¬ 
nificance and that (2) the temporary 
exhibition or display of such objects 
entitled “The Splendor of Dresden: 
Five Centuries of Art Collecting—An 
Exhibition from the German Demo¬ 
cratic Republic” at the National Gal¬ 
lery of Art. Washington. D.C., begin¬ 
ning on or about May 31. 1978. to on 
or about September 4. 1978; at the 
Metropolitan Museum of Art, New 
York, N.Y. beginning on or about Oc¬ 
tober 17. 1978, to on or about January 
13. 1979: and at the Fine Arts Muse¬ 
ums of San Francisco. San Francisco. 
Calif., beginning on or about February 
18, 1979, to on or about May 26. 1979, 
is in the national Interest. 

Public notice of this determination 
is ordered to be published In the Fed¬ 
eral Register. 

William K. Hitchcock. 
Acting Assistant Secretary for 
Educational and Cultural 
Affairs, 

December 13.1977. 

IFR Doc. 77-36091 Filed 12-16-77: 8:45 am) 


’Itemized list of objects Included in the 
exhibition The Splendor of Dresden” This 
list is filed at the office of the Federal Reg¬ 
ister as part of the original document. 


[4910-13] 

DEPARTMENT OF TRANSPORTATION 

Fadaral Aviation Administration 

AIRPORT TRAFFIC CONTROL TOWER AT WIL¬ 
LI AMSPORT-tYCOM ING COUNTY AIRPORT, 
MONTOURSYIUI, PA. 

RodvKod Hours of Oporation 

Notice is hereby given that the Air¬ 
port Traffic Control Tower at Wllliam- 
sport-Lycomlng County Airport, Mon- 
toursvllle. Pa., will reduce its hours of 
operation commencing on or about 
January 1. 1978. Hours of operation 
will be 7 a.m. to 11 p.m. dally. 

(8ec. 313(a). Federal Aviation Act of 1958, 
72 SUL 752 <49 U RC. 1354).) 

Issued in New York, N.Y.. on Novem¬ 
ber 22. 1977. 

Louis J. Cardinoli. 
Acting Director, Eastern Region, 
IFR Doc. 77-35827 Filed 12-16-77; 8:45 am] 


[ 4910 - 06 ] 

Padarol Roilrood Administration 

(FRA E.O. No. 6; Notice No. 2) 

ILLINOIS CENTRAL GULF RAILROAD CO. 

Revocation of Emorgoncy Ordor Duo to 
CHangod Gfcurnitoocot 

In light of significantly changed cir¬ 
cumstances relating to the safety of 
train operations over the line of rail¬ 
road operated by the Illinois Central 
Gulf Railroad <ICG) between Rock 
Creek Junction. Ma. and Clark, Mo., 
the segment of railroad subject to 
Emergency Order No. 6 <42 FR 62243. 
Dec. 9, 1977). I have determined that 
an emergency situation no longer 
exists with respect to such railroad op¬ 
erations and that the order issued pur¬ 
suant to section 203 of the Federal 
Railroad Safety Act of 1970 <45 U.S.C. 
432) should be revoked. 

When Emergency Order No. 6 was 
issued on December 7. 1977, unsafe 
conditions involving the display of 
false proceed Indications presented im¬ 
mediate threat of death or Injury to 
railroad employees and members of 
the public sector along the right-of- 
way. Since that time, the ICG has 
made a major commitment of person¬ 
nel and resources to remove vegetation 
affecting the integrity of the signal 
system. The ICG has indicated to rep¬ 
resentatives of the Federal Railroad 
Administration (FRA) that identified 
unsafe conditions have been substan¬ 
tially remedied. FRA Inspectors on the 
scene have verified a number of the 
subject representations. I, therefore, 
believe that the total prohibition on 
train service contained In Emergency 
Order No. 6 is no longer required, pro¬ 
vided the ICO Insure that proper in¬ 
terim precautions are observed while 


the signal system is brought into com¬ 
pliance with the Signal Inspection Act 
<49 US.C. 26) and FRA regulations 
issued thereunder <49 CFR Part 236). 
Carrier officials have reported that ap- 
propriate precautions will be observed. 

In consideration of the foregoing. 
Emergency Order No. 6 is hereby re¬ 
scinded, effective immediately. 

However, it should be emphasized 
that FRA is aware that some remain¬ 
ing serious hazards involving noncom¬ 
pliance with the Signal Inspection Act 
and FRA regulations continue to exist 
as a result of the condition of the 
signal system on this line of railroad. 
FRA is also aware that intensive ef¬ 
forts arc underway by the carrier to 
remedy these remaining serious prob¬ 
lems. FRA expects and anticipates 
that these conditions will be corrected 
within the next several days. 

Should the ICO fail to maintain its 
current intensive efforts until such 
time as all grounds are removed and 
the signal system is known to function 
as Intended in compliance with appli¬ 
cable regulations. FRA will demand 
payment of the maximum civil penalty 
for violation of the Signal Inspection 
Act of $2,500 for each violative condi¬ 
tion identified by FRA and for each 
day such condition is permitted to con¬ 
tinue. 

Neither this order of revocation nor 
any portion thereof is to be construed 
to be In derogation of the absolute 
duty of the ICG or any common carri¬ 
er by railroad to comply with all Fed¬ 
eral laws and regulations related to 
railroad safety. 

Issued in Washington, D.C., on De¬ 
cember 14. 1977. 

John M. Sullivan. 

Administrator. 

IFR Doc. 77-36116 Filed 12-16-77; 8 45 am) 


[4910-06] 

tFRA Waiver Petition No. HR-77 171 

MOSCOW, CAMDEN, A SAN AUGUSTINE 
RAILROAD CO. 

Fatitfon for Exemption Frooi Hi« Hour* of 
Sorvico Act 

The Moscow. Camden and San Au¬ 
gustine has petitioned the Federal 
Railroad Administration pursuant to 
45 U.S.C. 64a(e) for an exemption, 
with respect to certain employees, 
from the Hours of Service Act. as 
amended, 45 U.S.C. 6l-64(b). 

Interested persons are Invited to par¬ 
ticipate In this proceeding by submit¬ 
ting written data, views, or comments. 
Communications should be submitted 
in triplicate to the Docket Clerk. 
Office of Chief Counsel, Federal Rail¬ 
road Administration. Attention: FRA 
Waiver Petition No. HS-77-17. Room 
5101, 400 Seventh Street SW.. Wash¬ 
ington, D.C. 20590. Communications 
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received before January 17. 1978. will 
te considered before final action is 
taken on this petition. All comments 
received will be available for examina¬ 
tion by interested persons during busi¬ 
ness hours in Room 5101. Nassif Build¬ 
ing, 400 Seventh Street 6W.. Washing¬ 
ton. D.C. 20590. 

Issued in Washington, D.C. on De¬ 
cember 13. 1977. 

Robert H. Wright. 

Acting Chairman, 
Railroad Safety Board. 

CFR Doc. 77-38074 Plied 12-18-77; 8:45 amJ 


[4810-40] 

DEPARTMENT OF THE TREASURY 

[Department Circular Public Debt Series- 
No. 30771 

Offl<« of tho Socrotory 

TULA SUSY NOTES Of DfCEMBER 31. 1979 
S#ria» X 1979 

December 14, 1977. 

1. Invitation tor Tenders 

U. The Secretary of the Treasury, 
under the authority of the Second Li¬ 
berty Bond Act, as amended. Invites 
tenders for approximately $3 billion of 
U.8. securities, designated Treasury 
Notes of December 31, 1979, Series X- 
1979 (CUSIP No. 912827 HH 8). The 
securities will be sold at auction with 
bidding on the basis of yield. Payment 
will be required at the price equivalent 
of the bid yield of each accepted 
tender. The Interest rate on the securi¬ 
ties and the price equivalent of each 
accepted bid will be determined in the 
manner described below. Additional 
amounts of these securities may be 
issued to Government accounts and 
Federal Reserve Banks for their own 
account in exchange for maturing 
Treasury securities. Additional 
amounts may also be issued for cash to 
Federal Reserve Banks as agents of 
foreign and International monetary 
authorities. 

1.2. If the Interest rate determined 
In accordance with this circular Is 
identical to the rate on an outstanding 
issue of U.S. notes, and the terms and 
conditions of such outstanding issue 
are otherwise identical to terms and 
conditions of the securities offered by 
this circular, this shall be considered 
an Invitation for an additional amount 
of the outstanding securities and this 
circular will be amended accordingly. 
Payment for the securities in that 
event will be calculated on the basis of 
the auction price determined in accor¬ 
dance with this circular plus accrued 
interest from the last preceding Inter¬ 
est payment date on the outstanding 
securities. 


NOTICES 

2. Description or Securities 

2.1. The securities will be dated Jan¬ 
uary 3, 1978. and will bear interest 
from that date, payable on a semian¬ 
nual basis on June 30, 1978, and each 
subsequent 6 months on December 31 
and June 30, until the principal be¬ 
comes payable. They will mature De¬ 
cember 31. 1979. and will not be sub¬ 
ject to call for redemption prior to ma¬ 
turity. 

2.2. The income derived from the se¬ 
curities is subject to all taxes imposed 
under the Internal Revenue Code of 
1954. The securities are subject to 
estate. Inheritance, gift or other excise 
taxes, whether Federal or State, but 
are exempt from all taxation now or 
hereafter imposed on the principal or 
Interest thereof by any State, any pos¬ 
session of the United States, or any 
local taxing authority. 

2.3. The securities will be acceptable 
to secure deposits of public moneys. 
They will not be acceptable in pay¬ 
ment of taxes. 

2.4. Bearer securities with Interest 

coupons attached, and securities regis¬ 
tered as to principal and Interest, will 
be Issued in denominations of $5,000, 
$10,000, $100,000. and $1,000,000. 

Book-entry securities will be available 
to eligible bidders in multiples of those 
amounts. Interchanges of securities of 
different denominations and of 
coupon, registered and book-entry se¬ 
curities. and the transfer of registered 
securities will be permitted. 

2.5. The Department of the Trea¬ 
sury's general regulations governing 
U.S. securities apply to the securities 
offered In this circular. These general 
regulations include those currently In 
effect, as well as those that may be 
issued at a later date. 

3. Sals Procedures 

3.1. Tenders will be received at Fed¬ 
eral Reserve Banks and Branches and 
at the Bureau of the Public Debt, 
Washington. D.C. 20226, up to 1:30 
p.m., eastern standard time, Wednes¬ 
day, December 21, 1977. Noncompeti¬ 
tive tenders as defined below will be 
considered timely If postmarked no 
later than Tuesday, December 20. 
1977. 

3.2. Each tender must state the face 
amount of securities bid for. The mini¬ 
mum bid is $5,000 and larger bids must 
be tn multiples of that amount. Com¬ 
petitive tenders must also show the 
yield desired, expressed In terms of an 
annual yield with two decimals. e.g., 
7.11%. Common fractions may not be 
used. Noncompetitive tenders must 
show the term "noncompetitive" on 
the tender form In lieu of a specified 
yield. No bidder may submit more 
than one noncompetitive tender and 
the amount may not exceed $1 million. 

3.3. All bidders must certify that 
they have not made and will not make 
any agreements for the sale or pur- 
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chase of any securities of this issue 
prior to the deadline established in 
section 3.1. for receipt of tenders. 
Those authorized to submit tenders 
for the account of customers will be 
required to certify that such tenders 
are submitted under the same condi¬ 
tions, agreements, and certifications as 
tenders submitted directly by bidders 
for their own account. 

3.4. Commercial banks, which for 
this purpose are defined as banks ac¬ 
cepting demand deposits, and primary 
dealers, which for this purpose are de¬ 
fined as dealers who make primary 
markets in Government securities and 
report daily to the Federal Reserve 
Bank of New York their positions in 
and borrowings on such securities, 
may submit tenders for account of cus¬ 
tomers if the names of the customers 
and the amount for each customer are 
furnished. Others are only permitted 
to submit tenders for their own ac¬ 
count. 

3.5. Tenders will be received without 
deposit for their own account from 
commercial banks and other banking 
institutions: primary dealers, as de¬ 
fined above; federally insured savings 
and loan associations; States, and their 
political subdivisions or Instrumental- 
ities. public pension and retirement 
and other public funds; international 
organizations in which the United 
States holds membership; foreign cen¬ 
tral banks and foreign states; Federal 
Reserve Banks; and Government ac¬ 
counts. Tenders from others must be 
accompanied by a deposit of 5 percent 
of the face amount of securities ap¬ 
plied for (in the form of cash, matur¬ 
ing Treasury securities or readily col¬ 
lectible checks), or by a guarantee of 
such deposit by a commercial bank or 
a primary dealer. 

3.6. Immediately after the closing 
hour, tenders will be open, followed by 
a public announcement of the amount 
and yield range of accepted bids. Sub¬ 
ject to the reservations expressed in 
section 4. noncompetitive tenders will 
be accepted in full, and then competi¬ 
tive tenders will be accepted, starting 
with those at the lowest yields, 
through successively higher yields to 
the extent required to attain the 
amount offered. Tenders at the high¬ 
est accepted yield will be prorated if 
necessary. After the determination Is 
made as to which tenders are accept¬ 
ed, a coupon rate will be established, 
on the basis of a one-eighth of 1 per¬ 
cent increment, which results In an 
equivalent average accepted price 
close to 100.000 and a lowest accepted 
price above the original issue discount 
limit of 99.760. That rate of interest 
will be paid on all of the securities. 
Based on such Interest rate, the price 
on each competitive tender allotted 
will be determined and each successful 
competitive bidder will be required to 
pay the price equivalent to the yield 
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bid. Those submitting noncompetitive 
tenders will pay the price equivalent 
to the weighted average yield of ac¬ 
cepted competitive tenders. Price cal¬ 
culations will be carried to three deci¬ 
mal places on the basis of price per 
100, e.g., 99.923. and the determina¬ 
tions of the Secretary of the Treasury 
shall be finAl. If the amount of non¬ 
competitive tenders received would 
absorb all or most of the offering, 
competitive tenders will be accepted in 
an amount sufficient to provide a fair 
determination of the yield. Tenders re¬ 
ceived from Government accounts and 
Federal Reserve Banks will be accept¬ 
ed at the price equivalent to the 
weighted Average yield of accepted 
competitive tenders. 

3.7. Competitive bidders will be ad¬ 
vised of the acceptance or rejection of 
their tenders. Those submitting non¬ 
competitive tenders will only be noti¬ 
fied if the tender is not accepted in 
full, or when the price is over par. 

4. Reservations 

4.1. The Secretary of the Treasury 
expressly reserves the right to accept 
or reject Any or all tenders in whole or 
In part, to allot more or less than the 
amount of securities specified In sec¬ 
tion 1, and to make different percent¬ 
age allotments to various classes of ap¬ 
plicants when the Secretary considers 
it in the public interest. The Secre¬ 
tary's action under this section is 
final. 

5. Payment and Delivery 

5.1. Settlement for allotted securities 
must be made or completed on or 
before Tuesday. January 3. 1978. at 
the Federal Reserve Bank or Branch 
or at the Bureau of the Public Debt, 
wherever the tender was submitted. 
Payment must be in cash; In other 
funds immediately available to the 
Treasury; In Treasury bills, notes or 
bonds (with all coupons detached) ma¬ 
turing on or before the settlement 
date but which are not overdue as de¬ 
fined in the general regulations gov¬ 
erning U.S. securities; or by check 
drawn to the order of the institution 
to which the tender was submitted, 
which must be received at such insti¬ 
tution no later than: (a) Wednesday, 
December 28. 1977. If the check is 
drawn on a bank in the Federal Re¬ 
serve District of the institution to 
which the check is submitted (the 
Fifth Federal Reserve District in case 
of the Bureau of the Public Debt), or 
(b) Tuesday. December 27. 1977. If the 
check is drawn on a bank in another 
Federal Reserve District. Checks re¬ 
ceived after the dates set forth in the 
preceding sentence will not be accept¬ 
ed unless they are payable at the ap¬ 
plicable Federal Reserve Bank. Pay¬ 
ment will not be considered complete 
where registered securities are re¬ 
quested if the appropriate identifying 


number as required on tax returns and 
other documents submitted to the In¬ 
ternal Revenue Service (an individ¬ 
ual's social security number or an em¬ 
ployer identification number) Is not 
furnished. When payment is made in 
securities, a cash adjustment will be 
made to or required of the bidder for 
any difference between the face 
amount of securities presented and 
the amount payable on the securities 
allotted. 

5.2. In every case where full pay¬ 
ment is not completed on time, the de¬ 
posit submitted with the tender, up to 
5 percent of the face amount of securi¬ 
ties allotted, shall, at the discretion of 
the Secretary of the Treasury, be for¬ 
feited to the United States. 

5.3. Registered securities tendered as 
deposits and in payment for allotted 
securities are not required to be as¬ 
signed if the new securities are to be 
registered in the same names and 
forms as appear in the registrations or 
assignments of the securities surren¬ 
dered. When the new securities are to 
be registered In names and forms dif¬ 
ferent from those in the inscriptions 
or assignments of the securities pre¬ 
sented, the assignment should be to 
"The Secretary of the Treasury for 
(securities offered by this circular) in 
the name of (name and taxpayer Iden¬ 
tifying number)." If new securities In 
coupon form are desired, the assign¬ 
ment should be to "The Secretary of 
the Treasury for coupon (securities of¬ 
fered by this circular) to be delivered 
to (name and address)." 8peciilc 
Instructions for the issuance and deliv¬ 
ery of the new securities, signed by 
the owner or authorized representa¬ 
tive, must accompany the securities 
presented. Securities tendered In pay¬ 
ment should be surrendered to the 
Federal Reserve Bank or Branch or to 
the Bureau of the Public Debt, Wash¬ 
ington. D.C. 20228. The securities 
must be delivered at the expense and 
risk of the holder. 

5.4. If bearer securities are not ready 
for delivery on the settlement date, 
purchasers may elect to receive inter¬ 
im certificates. These certificates shall 
be Issued in bearer form and shall be 
exchangeable for definitive securities 
of this Issue, when such securities are 
available, at any Federal Reserve 
Bank or Branch or at the Bureau of 
the Public Debt. Washington, D.C. 
20226. The Interim certificates must 
be returned at the risk and expense of 
the holder. 

5.5. Delivery of securities in regis¬ 
tered form will be made after the re¬ 
quested form of registration has been 
validated, the registered interest ac¬ 
count has been established, and the se¬ 
curities have been inscribed. 

6. General Provisions 

6.1. As fiscal agents of the United 
States. Federal Reserve Banks are au¬ 


thorized and requested to receive 
tenders, to make allotments as direct¬ 
ed by the Secretary of the Treasury, 
to issue such notices as may be neces¬ 
sary, to receive payment for and make 
delivery of securities on full-paid allot¬ 
ments, and to issue interim certificates 
pending delivery of the definitive secu¬ 
rities. 

6.2. The Secretary of the Treasury 
may at any time issue supplemental or 
amendatory rules and regulations gov 
eming the offering. Public announce¬ 
ment of such changes will be promptly 
provided. 

Paul H. Taylor. 

Acting Fiscal 
Assistant Secretary. 
CFR Doc. 77-36114 Filed 12-14-77; 3:35 pm] 


17035-01J 

INTERSTATE COMMERCE 
COMMISSION 

CNo.-5471 

ASSIGNMENT OF HEARINGS 

December 14, 1977. 

Cases assigned for hearing, post¬ 
ponement. cancellation or oral argu¬ 
ment appear below and will be pub¬ 
lished only once. Ths list contains pro¬ 
spective assignments only and does 
not include cases previously assigned 
hearing dates. The hearings will be on 
the issues as presently reflected In the 
Official Docket of the Commission. An 
attempt will be made to publish no¬ 
tices of cancellation of hearings as 
promptly as possible, but interested 
parties should take appropriate steps 
to insure that they are notified of can¬ 
cellation or postponements of hearings 
In which they are Interested. 

MC 112822 (Sub-No 419). Bray Lines, Inc., 
now aligned January 4, 1978. at San 
Francisco. Calif., will be held in Room 510, 
6th Floor, 211 Main Street. 

MC 113878 (Sub-No. 659). Curtis, In<L, now 
assigned January 9. 1978, at San Francis 
co. Calif., will be held in Room 610, 5th 
Floor, 211 Main Street. 

MC 135684 (Sub-No. 47). Bass Transporta¬ 
tion Co,. Iiml. now being assigned Febru¬ 
ary 7. 1978, at the offices of the Interstate 
Commerce Commission in Washington. 
D.C. 

MC 124211 (Sub-No. 300), Hilt Truck Line. 
Inc., now being assigned March 14. 1978, 
at the offices pf the Interstate Commerce 
Commission in Washington. D.C. 

MC 8973 (Sub-No. 46). Metropolitan Truck¬ 
ing, Inc. now being aligned February 9. 
1978, at the offices of the Interstate Com¬ 
merce Commission In Washington. D.C. 

MC 135236 (Sub-No. 21), Logan Trucking. 
Inc., now being assigned February 23, 
1978. at the offices of the Interstate Com¬ 
merce Commission in Washington. D.C. 

MC 114730 (Sub-No. 6), V. Van Dyke. <Lb.a. 
Van Dyke Truck Lines, now assigned Jan¬ 
uary 4, 1978. at Seattle. Wash., will be 
held In Room 3086 Federal Building, 915 
Second Avenue. 

MC 115092 (Sub-No. 59), Tomahawk Truck¬ 
ing. Inc., now assigned January 5. 1978, at 
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Seattle. Wash., will be held In Room 3086. 
Federal Building. 915 Second Avenue. 

MC 1293B7 (SubNo. 30). Payne Transporta 
tion, Inc., now assigned January 6. 1978. at 
Seattle. Wash,. will be held In Room 3086 
Federal Building. 915 Second Avenue. 

I MC 143008. Dorwln Trucking Co.. Inc., now 
I assigned January' 9. 1978. at Seattle. 

Wash.. will be held in Room 3088 Federal 
Building. 915 Second Avenue. 

MC-C-9302. Evergreen Trails, Inc.. V. Ever¬ 
ett Charter System. Inc., and MC 126203 
, (Sub-No. 8). Everett Charter System. Inc.. 

now assigned January 11. 1978. at Scattte. 

| Wash, will be held In Room 3088 Federal 

Building. 915 Second Avenue 
MC 107515 iSub-No. 1098). Refrigerated 
Transport. Co.. Inc., now assigned January 
4. 1978. at Atlanta. Oa.. will be held lit 
Room 305. 1252 West Peachtree Street 
NW 

I MC 135684 (Sub 41). Bass Transportation 

Co.. Inc., now assigned January 5, 1978. at 
Atlanta. Ga.. will be held In room 305. 
1252 West Peachtree Street NW 
MC 94201 (Sub 149). Bowman Transport* 
lion. Inc., now assigned January 8. 1978. at 
| Atlanta. Ga. will be held In room 305. 

1252 West Peachtree Street NW, 

MC 140786 (Sub 2). The United States 
I Cargo Sc Courier Service. Inc., now as¬ 

signed January’ 9. 1978. at Atlanta. Ga.. 
Will be held In room 305, 1252 West Prach* 
tree Street NW. 

I MC 138157 (Sub 41). Southwest Equipment 

Rental. Inc., dba Southwest Motor 
Freight, now' assigned January 10. 1978. at 
Atlanta. Ga. will be held in room 305. 
1252 West Peachtree Street NW 
MC 142632 (Sub 1). Spider Wrecker Service. 
Inc., now assigned January 11. 1978. at At¬ 
lanta. Ga. will be held In room 305. 1252 
Weal Peachtree Street NW 
MC 124887 (Sub 34). Shelton Trucking Ser¬ 
vice. Inc., now assigned January 10. 1978, 
at Tallahassee, Fla., will be held on the 
1st floor. Duncan V Fletaher Building. 101 
i East Gaines Street. 

AB 43 (Sub 31). Illinois Central Gulf Rail¬ 
road Co. Abandonment Between Manon 
City and Jacksonville. In Mason. Menard, 
Casa. Sangamon, and Morgan Counties. 
III., now assigned January 4. 1978. at Pe¬ 
tersburg, 0U will be held In the Commu¬ 
nity Meeting Room. National Bank of Pe 
tersburg. 321 North 6th. 

MC 142359 (Sub 2). Port East Transfer. Inc . 
now assigned January 10. 1978. at Balti 
more. Md.. will be held In room 1017, Fed¬ 
eral Building, 31 Hopkins Plaza. 

MC 112989 (Sub 47). West Coast Truck 
Lines. Inc. now assigned January 16. 1978. 
at 6alem. Oreg. will be held In room 346. 
State Capitol Building 
MC-C-9648, Allard Express. Inc., et al v. 
Oencr&l Cartage Co., now assigned Janu¬ 
ary 17. 1978, at Madison. WUl. will be held 
In room 981. Hill Farms Slate Office 
Building. 4802 Sheboygan Avenue. 
MC-F-13203, Allied Van Line*. Inc. d ba 
Allied Van Unes-Conlrol-Eleveld Chica¬ 
go Furniture Service. Inc., now assigned 
January 17. 1978, at Chicago. Ill., will be 
held In room 3855A, 230 South Dearborn 
Street. 

MC 134493 (Sub 3). Chicago-St. Ixnii* 
Transport. Inc., now assigned January 17. 
1978. at Chicago. Ill., will be held in room 
905. 536 South Clark Street. 

FP-C 67. Max Gruenhut, GMBH Si Co.. 
Max Oruenhut International. Inc., Inland 
Import. Inc., and Green Container Trans 
port. Inc-Investigation of Operations 
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now assigned February 23. 1976 at Chica¬ 
go. 111.. 1* postponed indefinitely. 

MC 140829 (Sub 55). Cargo Contract Canfer 
Corp.. now being assigned February 23. 
1978. at the offices of the Interstate Com 
merce Commission In Washington. D.C. 

MC 5823 (Sub 35). Arrow Trucking Co., now 
being assigned February 7. 1978. at the of¬ 
fices of the Interstate Commerce Commli- 
54 on in Washington. D.C. 

MC 138252 (Sub 4). Courtesy Bus Rental 
8 y*tem. Inc., now being assigned January 
24. 1978. at the office* of the Interstate 
Commerce Commission in Washington. 
DC 

MC 133095 (Sub 168), Texas-Continental 
Express. Inc,, now being assigned Febru¬ 
ary 9. 1978. at the office* of the Interstate 
Commerce Commission In Washington. 
D.C. 

MC 116725 (Sub 23 >. Indian Valley Enter 
prises. Inc., now bring assigned February 
16. 1976. at the office* of the Interstate 
Commerce Commission In Washington. 
D.C. 

MC 113678 (Sub-No 661). Curtis, Inc., now 
assigned January 16. 1978. at New York. 
N.Y.. will be held in Room 2000. Federal 
Bldg.. 26 Federal Plaza 

MC 141076 (Sub-No. 10). Rogers Motor 
Lines. Inc., now assigned January 17. 1978. 
at New York. N.Y., will be held in Room 
2000. Federal Bldg . 26 Federal Plaza 

MC 45363 (Sub No 9). Stones Express. Inc . 
now assigned January 18. 1978, at New 
York. N.Y„ will be held in Room 2000. 
Federal Bldg . 28 Federal Plaza 

MC P-13211. Tn-Sute Motor Transit Co., 
Inc., d ba Tri-State Motor Transit-Con¬ 
trol-Colonial Pant Freight lines. Inc., FD 
28460. Tri-Stale Motor Transit Co„ Secu¬ 
rities now assigned February 6. 1978. at 
Birmingham. Ala.. Is postponed indefinite 

ly- 

MC 52464 (Sub-No 6). Evans Trucking Co. 
Extension - New York, now assigned Janu 
ary 17. 1978. at Columbus. Ohio, will be 
held In Room 235. Federal Bldg., 85 Mar¬ 
coni Blvd. 

MC 103066 (Sub No 68). Stone Trucking 
Co., now assumed January 18, 1978, at Co¬ 
lumbus. Ohio, will be held in Room 235, 
Federal Bldg . 85 Marconi Blvd. 

MC 114312 (Sub No. 30), Abbott Trucking. 
Inc., now assigned January 19. 1978, at Co¬ 
lumbus, Ohio, will be held In Room 235. 
Federal Bldg., 65 Marconi Blvd. 

5JC 25798 (Sub No 292). Clay Hyder Truck 
ing Line*. Inc,. MC 28068 (Sub No. 29). 
North Sc South Line*. Inc.. MC 82492 
(Sub-No. 147), Michigan 6c Nebraska 
Transit Co . Inc.. MC 112822 (Sub-No. 
41Si. Bray Line*. Inc.. MC 113678 <Sub-No. 
687). Curtis. Inc . MC 119619 (Sub No. 
III). Distributor* Service Co.. MC 133566 
(Sub No. 85). Gangloff A Downham 
Trucking Co , Inc, and MC 135732 (Sub- 
No 26), Aubrey Preight lines, Inc., now 
aligned January 23. 1978. at Columbus, 
Ohio, will be held In Room 235. Federal 
Bldg.. 85 Marconi Blvd. 

MC-P-13232. Jack Gray Transport-Pur¬ 
chase ^Jack McFeely, d.bA. McFeely 
Trucking. lnc„ and MC 125777 (Sub-No. 
190t, Jack Transport. Inc., now assigned 
January 25, 1978. at Columbus. Ohio, will 
be held in room 235, Federal Building. 85 
Marconi Boulevard. 

MC 120646 (SubNo. 19). Bradley Preight 
Line*. Inc., now aligned January 18. 1978. 
at New Orleans. La. will be held In East 
Courtroom 223. U S Court of Appeals. 600 
Camp Street. 
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MC 94350 (Sub-No. 389). Transit Home*. 
Inc., now assigned January 19, 1978. at 
New Orleans. La. will be held In East 
Courtroom 223. U8. Court of Appeals. 600 
Camp Street. 

MC 119792 (Sub-No. 64). Chicago Southern 
Transportation Co., now assigned January 
23. 1978. at New Orleans. La. will be held 
In East Courtroom 223. UU. Court of Ap 
peals. 800 Camp 8treet. 

MC 114552 (8ub-No. 130). 8enn Trucking 
Co., now assigned January 24. 1978. at 
New Orleans. La. will be held In East 
Courtroom 223, U8. Court of Appeals. 600 
Camp Street. 

MC 107839 (Sub-No. 172), Denver-Albuquer 
que Motor Transit. Inc., now assigned Jan¬ 
uary 17. 1978, at New Orleans. La. will be 
held in East Courtroom 223. US. Court of 
Appeals. 600 Camp Street. 

MC 141804 (Sub-No. 63) Western Express, 
now assigned January 18. 1978, at Little 
Rock. Ark., will be held in the Internal 
Revenue Service Hearing Room 3406. 3d 
floor. 3700 West Capitol Avenue. 

MC F-13219. Dodds Truck Line. Inc.—Pur 
chase-Bennett Truck Line. Inc., now as 
signed January 23. 1978. at Little Rock. 
Ark., will be held In the Internal Revenue 
8 ervJce Hearing Room 3406. 3d floor. 3700 
West Capitol Avenue. 

MC 120257 (Sub-No. 39). K. L. Breeden Sc 
Sons. Inc., now assigned January 17. 1978. 
at Little Rock. Ark., will be held In the In 
temal Revenue Service Hearing Room 
3406. 3d floor. 3700 West Capitol Avenue 
I Sc S M 29667 (SubNo. I), Commuter 
Fare*, between Washington. D.C., Mary 
land, and Virginia, now being assigned 
January 19. 1978. at the office* of the In 
terstate Commerce Commission. Washing 
ton. D.C. 

MC 98864 (Sub-No. 2). Edward Sitar Truck¬ 
ing Co.. Inc., now assigned January 24. 
1978. at Chicago. Ill., and will be held In 
room 834. Everett McKinley Dirksen 
Building. 219 South Dearborn Street. 

MC 142466 <Sub-No. I). Timber Products 
Transport. Inc., now assigned January 23. 
1978, at Salem. Oreg. and will be held In 
room 346. State Capitol Building. 

MC 70470 (SubNo. 8), Film Transit Co., 
now assigned January 23. 1978. at Lincoln, 
Nebr. and will be held In Bankruptcy 
Courtroom 543. Federal Building and 
Courthouse. 100 Centennial Mall North. 
MC 40978 (Sub No. 31). Chair City Motor 
Express Co., now assigned January 18. 
1978. at Chicago. Ill., and will be held In 
room 905, 536 South Clark Street. 

MC 135195 (SubNo. 3). Stover Air Cargo. 
Inc., now assigned January 30, 1978. at 
Chicago. UL. and will be held In room 
1319. Everett McKinley Dirksen Building. 
219 South Dearborn Street. 

MC 142487 (SubNo. I). J. Sc K. K. Inc., now 
assigned January 31. 1978. at Olympia. 
Wash., and will be held In room 733, High 
way and License Building. 12th and Cap¬ 
itol Way. 

MC 133565 (SubNo. 11). True Transport. 
Inc., now being assigned March 6. 1978 (1 
week), at New York. N.Y., In a hearing 
room to be later designated 
MC 133689 (SubNo. 132). Overland F-xpreas. 
Inc., now assigned January 4. 1978. at 
Boatom. Mass., will be held on the 5th 
floor. 150 Causeway. 

MC 106274 (SubNo. 25). Raeford Trucking 
CoL. now assigned January 6. 1978. at 
Boston. Mass, will be held on the 5th 
floor. 150 Causeway. 

MC 143246 (SubNo. 1), Land Transporta 
tion Corp,. now assigned January 9. 1978. 
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at Boston. Mass., will be held on the 5th 
floor, 150 Causeway. 

MC 141164 (Sub-No. 2), John R Cox. now 
assigned January 11. 1078. at Boston, 
Mass., will be held on the 5th floor. 150 
Causeway. 

MC 110654 (Sub*No. 34), Hi-Way Dispatch. 
Inc., now assigned January 17. 1978. at 
Chicago. III., will be held In room 3855A. 
230 South Dearborn Street. 

MC 133680 (Sub-No. 126), Overland Express, 
Inc.. MC 113678 (8ub-No. 673). CurtU, 
Inc., and MC 124211 (Sub-No. 203). Hilt 
Truck Line Inc., now assigned January 18. 
1078, at Chicago. 111., will be held In room 
3855A, 230 South Dearborn Street. 

MC P-12472, Spector Freight System. Inc.- 
Control and Merger—Hcnnis Freight 
Lines, Inc., of Nebraska & Control-M 4 k 
M Tank Lines. Inc_ M <k M Tank Lines of 
Virginia Inc.. Hennls Freight lines, of 
Canada Ltd., now assigned January 23. 
1078. at Chicago. DL, will be held In room 
3855A, 230 South Dearborn Street. 

MC 133689 (Sub-No. 110), Overland Express. 
Inc., and MC 134477 (Sub-No. 160), 
Schanno Transportation. Inc., now as¬ 
signed January 17.1078, at St. Paul. Minn, 
win be held In Courtroom 2, Federal 
Building, 318 North Robert Street 
MC 142715 (Sub-No. 5), Lenerer., Inc., now 
assigned January 10. 1078, at St. Paul. 
Minn, will be held In Courtroom 2. Feder¬ 
al Building. 316 North Robert Street 
MC 114211 (8ub-No. 207). Warren Trans¬ 
port. Inc., now assigned January 23. 1978. 
will be held In Courtroom 2. Federal 
Building. 316 North Robert Street 
MC 123707 (Sub-No. 5), Atlantic Interxtate 
Messengers. Inc., now being assigned 
March 6. 1078 (1 week), at New York. 
N.Y„ In a hearing room to be later desig¬ 
nated. 

MC 143632. Jones Bus Co.. Inc., now being 
assigned March 6, 1078 (1 week), at Nor¬ 
folk, Va. In a hearing room to be later des¬ 
ignated. 

MC F-13196. and MC 135874 (Sub-No. 83), 
LUPerishables Inc.—Purchase—Benson 

Transport, Inc,, now assigned January 25, 
1078. at St Paul, Minn., will be held in 
Courtroom 2, Federal Building, 318 North 
Robert Street 

AB 43 <Sub-No. 26). Illinois Central Gulf 
Railroad Co. abandonment near Hard¬ 
wood. La. and Woodville, Miss. In West Fe¬ 
liciana Parish. la. and Wiikin&on County, 
M Lsa. now assigned January 18, 1078. at 
Woodville, Mias., will be held in court¬ 
room. Main Street. 

MC 143185, Lorens Transport 6b Ship Lines, 
Inc., now assigned January 23. 1078, at 
Birmingham. Ala., will be held tn Court¬ 
room 5. 3d floor. XJJS. Courthouse and 
Federal Building. 1800 5th Avenue. North. 
MC 04201 (Sub-No. 147). Bowman Transpor¬ 
tation. Inc., now assigned January 24. 
1078, at Birmingham. Ala., will be held In 
Courtroom 5. 3d floor. U.S. Courthouse 
and Federal Building. 1800 5th Avenue. 
North. 

MC 04350 (Sub-No. 384). Transit Homes, 
Inc., now assigned January 26, 1078, at 
Birmingham. Ala., will be held In Court¬ 
room 5, 3d floor, US. Courthouse and 
Federal Building. 1800 5th Avenue North. 
MC F-13267. William Corbitt Inc.-Pur¬ 
chase (portionsWm B. Duff Carting Co.. 
Inc.. Louis A. Ryen. trustee In bankruptcy, 
now assigned January 25. 1078. at New 
York. N.Y., will be held In building 2. 
room 2. 24th Floor. Versey Street. World 
Trade Center, directly related to MC 2366 
(Sub-No. 0). William Corbitt, Inc. 


MC 117110 (Sub-No. 843). Willis Shaw 
Frozen Express, Inc., now assigned Janu¬ 
ary 24. 1078. at New York. N.Y.. will be 
held in building No. 2. room No 2, 24th 
Floor. Versey Street. World Trade Center. 
MCC 0854, Marotta Air Service, Inc.. Inves¬ 
tigations of operations, now assigned Jan¬ 
uary 23. 1078, will be held in building No. 
2, room No. 2. 24th Floor, Versey Street. 
World Trade Center. 

MC 112822 (Sub No. 421). Bray Lines, Inc., 
now assigned January 24, 1078, at Chica¬ 
go. Ill., will be held in room 209, 536 South 
Clark Street. 

MC 133703 (Sub-No. 7). Wisconsin Cheese 
Service, Inc., now assigned January 25, 
1078. at Chicago. Ill., will be held In room 
200 , 536 South Clark Street. 

MC 113651 (Sub-No. 217). Indiana Refriger¬ 
ated Lines. Inc., now assigned January 20. 
1078, at Chicago, Ill., will be held In room 
200. 530 South a ark Street. 

MC 135236 (Sub-No. 17), Logan Trucking 
Inc., now assigned January 30, 1078. at 
Chicago. HI, will be held in room 350. 230 
South Dearborn Street. 

MC 141804 (Sub-No. 44). Western Express, 
division of Interstate Rental. Inc^ now as¬ 
signed February 0. 1078. will be held In 
room 510. 211 Main Street. 

MC 1934 (Sub-No. 40). the Arrow Line, Inc,, 
now assigned January 30. 1978, at Boston. 
Majss.. will be held on the 5th floor. 150 
Causeway. 

MC 134477 (Sub-No. 175), Schanno Trans¬ 
portation. Inc., now assigned January 25. 
1078, at Boston. Mass., wdl be held on the 
5th floor, 150 Causeway. 

MC 142177 (Sub-No. 1). B.W.C.S.. Inc., now 
assigned January 24. 1078. at Boston. 
Mass., will be held on the 5th floor. 150 
Causeway. 

I 06 S M 20681. Restructured LTL <fc A Q 
Class Rates, December 1077. S.M C.R.C.. 
now being assigned January* 25, 1078, at 
the Offices of the Interstate Commerce 
Commission, Washington, D.C. 

MC-F-13232, Jack Gray Tnuvpo rt— Pi ir - 
chase—Jack McPeeiy. db.a. McFeely 
Trucking. Inc„ and MC 12577 (SutyNo. 
100 ), Jack Gray Transport, Inc., now as¬ 
signed January 25, 1078, at Columbus, 
Ohio, is being advanced to January 16. 
1978, at the Offices of the Interstate Com¬ 
merce Commission in Washington. D.C. 
MC-F-13275, Consolidated Frclglitwayi 
Corp. of Delaware—Purchase—G. K. 
Wolfe Transportation Lines, Inc., and MC 
42487 (Sub-No. 876). Consolidated 
Preightways Corp. of Delaware, now as¬ 
signed January 0. 1078. at Buffalo. N.Y.. 
and will be held In room 1440, Federal 
Building. Ill West Huron Street. 

MC 113843 (Sub-No. 245), Refrigerated 
Food Express, Inc., now assigned January 
5, 1078, at Buffalo. N.Y., and wilt be held 
In room 1440. Federal Building. Ill West 
Huron Street. 

MC 123233 (Sub-No. 78), Provoot Cartage. 
Inc., now assigned January 4. 1978, at Buf¬ 
falo. N.Y.. and will be held in room 1440, 
Federal Building. Ill West Huron 8trceL 
MC 67866 (Sub-No. 33). Film Transit. Inc., 
now assigned January 17. 1078. at Mem¬ 
phis. Tenit. and will be held at the Travel 
Lodge, 3222 Airways Boulevard and 
Brooks Rood. 

MC 60014 (Sub-No. 50), Aero Trucking. lnc„ 
now assigned January 31. 1078. at Hous 
ton. Tex., and will be held In room 7006. 
Federal Building and Courthouse, 515 
Rusk Avenue. 

MC F-13I64. Ovemlte Transportation Co.— 
Purchase—Bonifield Broa Truck Lines, 


Inc„ and MC 109533 (Suly No. 85). Over 
nlte Transportation Co., now being as¬ 
signed February 22, 1978. for continued 
hearing at the Offices of the Interstate 
Commerce Commission In Washington, 
DC. 

H. G. Homme, Jr., 
Acting Secretary . 

1FR Doc. 77-36118 Filed 12-16-77; 8:45 am) 

[7035-01] 

(Notice No. 270) 

MOTOR CARR!!* BOARD TRANSFER 
PROCEEDINGS 

The following publications include 
motor carrier, water carrier, broker, 
and freight forwarder transfer applica¬ 
tions filed under sections 212(b), 
206(a). 211. 312(b), and 410(g) of the 
Interstate Commerce Act.. 

Each application (except as other¬ 
wise specifically noted) contains a 
statement by applicants that there 
will be no significant effect on the 
quality of the human environment re¬ 
sulting from approval of the applica¬ 
tion. 

Protests against approval of the ap¬ 
plication, which may include a request 
for oral hearing, must be filed with 
the Commission on or before January 
18, 1978. Failure seasonably to file a 
protest will be construed as a waiver of 
opposition and participation in the 
proceeding. A protest must be served 
upon applicants' representatives), or 
applicants (if no such representative is 
named), and the protestant must certi¬ 
fy that such service has been made. 

Unless otherwise specified, the 
signed original and six copies of the 
protests shall be filed with the Com¬ 
mission. All protests must specify with 
particularity the factual basis, and the 
section of the act, or the applicable 
rule governing the proposed transfer 
which protestant believes would pre¬ 
clude approval of the application. If 
the protest contains a request for oral 
hearing, the request shall be support¬ 
ed by an explanation as to why the 
evidence sought to be presented 
cannot reasonable be submitted 
through the use of affidavits. 

The operating rights set forth below 
are in synopses form, but are deemed 
sufficient to place interested persons 
on notice of t he proposed transfer. 

No. MC-FC-77406. filed November 
14. 1977. Transferee: NEYRINCK 

BROS. INC.. 7140 Riga Highway, 
Riga, Mich. 49276. Transferor: Rainey 
Neyrinck A: Albert Neyrinck, a part¬ 
nership. d.b.a. Neyrinck Bros., (same 
address as transferee). Applicant's rep¬ 
resentative: Aloy&ius B. O Mara. 105 
West Jefferson, Blissfield, Mich. 
49228. Authority sought for purchase 
by transferee of the operating rights 
of transferor, as set forth In Permit 
No. MC 128641. issued September 30, 
1968. as follows: Fertilizer, fertilizer 
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ingredients . and farm chemicals, In 
bags and bulk, other than in tank or 
hopper-type equipment. between 
points in Ohio, north and west of U.S. 
Highways 13 and 40. including points 
on such highways, on the one hand, 
and. on the other, points in Michigan 
on and south of U.S. Highway 10. be 
ginning at and including Bay City. 
Mich Transferee presently holds no 
authority from this Commission. Ap¬ 
plication has not been filed for tempo¬ 
rary authority under section 210a(b). 

No. MC-FC-77427. filed November 
25, 1977. Transferee: HANEFELD 

BROS., INC., route 1. Burnett. Wis. 
53922. Transferor Jerome M. Haack. 
route 1. %Deerflold. Wis. 53531. Appli¬ 
cants representative: Edward Solie. at¬ 
torney-at-law. 4513 Vernon Boulevard. 
Madison. Wis. 53705. Authority sought 
for purchase by transferee of the oper¬ 
ating rights of transferor set forth in 
permit No. MC 134839 (Sub-No. 2). 
issued September 29, 1971, as follows: 
feeds, feed supplements, and feed in¬ 
gredients, and medications, used in 
treating animals and poultry in mixed 
loads between Howard Lake, Minn., on 
the one hand, and, on the other, 
points in Illinois. Iowa, and Wisconsin, 
restricted against bulk transportation. 
Transferee holds no Commission au¬ 
thority and does not seek section 
210acb) temporary authority. 

No. MC-FC-77441. filed December 5. 
1977. Transferee: DUNAVANT 

TRUCKING CO.. INC., route 2. Box 
154. Oravois Mills. Mo. 65037. Trans¬ 
feror. Thurman E. Dunavant. route 2. 
Bex 154. Gravots Mills. Mo. 65037. Ap¬ 
plicant's representative: Kenneth O. 
McCutcheon. Jr., attorney-at-law. 
Gunn Building. Versailles. Mo. 65084. 
Authority sought for purchase by 
transferee of the operating rights of 
transferor, as set forth In permit No. 
MC 117297. issued April 7. 1959. as fol¬ 
lows: Concrete building bricks, blocks, 
and lintels and terraeso building 
bricks, blocks , and lintels, from 
Kansas Ctty. Mo., to points in Kansas; 
and Pallets and damaged bricks, 
blocks, or lintels, from points in 
Kansas to Kansas City. Mo. Restric¬ 
tion: The operations authorized herein 
are limited to a transportation sen*ice 
to be performed under a continuing 
contract, or contracts, with the follow¬ 
ing shippers: Slaton Concrete Prod¬ 
ucts. Kansas City. Mo.; Terra-Block. 
Inc.. Kansas City. Mo. Transferee 
presently holds no authority from this 
Commission. Application has not been 


filed for temporary authority under 
section 210a(b). 

No. MC-FC-77444. filed December 7. 
1977. Transferee: ROBERT M DE 
JONGE. R.D. No. 4 Beaver Hill Road. 
Wellsville. N.Y. 14895. Transferor 
James E. Wilson. R.D. No. 2. Couder- 
sport, Pa. 16915. Applicants' represen 
tattve: S. Michael Richards. Raymond 
A. Richards, 44 North Avenue. P.O. 
Box 225. Webster. N.Y. 14580. Author¬ 
ity sought for purchase by transferee 
of a portion of the operating rights of 
transferor, as set forth In certificate 
No. MC 127197 (Sub-No. 1 and Sub-No. 
6). issued July 13. 1965. and January 
26. 1973. respectively as follows: Ba 
nanas, from Baltimore. Md., and Wee- 
hawken. N.J., to Olean. N.Y.. with no 
transportation for compensation on 
return except as otherwise authorized. 
Bananas, from Albany. N.Y.. to points 
In that part of New York State on and 
west of New York Highway 15, with no 
transportation for compensation on 
return except as otherwise authorized. 
Transferee presently hold no author¬ 
ity from this Commission. Application 
has not been filed for temporary au¬ 
thority under section 210a(b). 

No. MC-FC-77447. filed December 6. 
1977. Transferee: TPC TRANSPOR¬ 
TATION CO.. 41 Cleveland Road East, 
Huron. Ohio 44839. Transferor: 
George Ritzier. 6954 State Road 19. 
Bloomvllle, Ohio 44818. Applicant’s 
representative: Gerald P. Wadkowrski. 
attorney-at-law, 85 East Gray 8treet. 
Columbus. Ohio 43215. Authority 
sought for purchase by transferee of 
the operating rights of transferor, as 
set forth In permit No. MC 141770, 
issued December 20. 1976. as follows: 
Grain and animal feed. In bulk, from 
Fostoria, Bellevue. Marion. Dclphos. 
and Huron. Ohio, and Logansport and 
Frankfort. Ind.. to points in New York. 
Pennsylvania, and West Virginia, with 
no transportation for compensation on 
return except as otherwise authorized. 
Restriction: The operations authorized 
herein are limited to a transportation 
service to be performed, under a con¬ 
tinuing contract, or contracts, with 
Piilsbury Co.. Inc Transferee present¬ 
ly holds no authority from this Com¬ 
mission. Application has not been filed 
for temporary authority under section 
210iUb). 

No. MC-FC-77448. filed December 7. 
1977. Transferee: EUGENE RAN 
DOLPH STILL. JR.. 1109 Radcliffc 
Avenue. Kingsport. Tenn. 37664. 
Transferor Elmer Bailey Gibson. 807 


West Main Street. Appalachia. Va. 
24614. Applicant's representative: 
Harry J. Jordan, attorney. 1000 16th 
Street NW.. Washington, D.C. 20036. 
Authority sought for purchase by 
transferee of the operating rights of 
transferor set forth in certificate No. 
MC 64240. issued April 18. 1972. as fol¬ 
lows: General commodities, with the 
usual exceptions, between Appalachia, 
Va.. on the one hand and. on the 
other, points in Virginia, and those In 
Kentucky within 50 miles of AppalA- 
chia. Va.: and household goods be¬ 
tween points in Harlan and Letcher 
Counties. Ky.. and Dickenson and 
Wise Counties, Va.. on the one hand 
and. on the other, points in Alabama. 
Florida, Georgia, Indiana, Kentucky. 
Maryland. Michigan. North Carolina, 
Ohio, Pennsylvania. South Carolina, 
Tennessee. Virginia, West Virginia, 
and the District of Columbia and be¬ 
tween points in Lee County, Va., on 
the one hand and. on the other, points 
in Alabama, Florida, Georgia, Indiana. 
Kentucky. Maryland. Michigan. North 
Carolina, Ohio. Pennsylvania, South 
Carolina. Virginia, West Virginia, and 
the District of Columbia. Transferee 
holds no Commission authority and 
does not seek section 210a(b) tempo¬ 
rary authority. 

H. O. Homme. Jr.. 

Acting Secretary. 

rFRDoc. 77-36119 Filed 12-16-77; 8:45 am] j 

17035-01] 

(Notice No. 2091 

MOTOR CARRIER TRANSFER PROCEEDINGS 

December 19. 1977. 

Application filed for temporary au¬ 
thority under section 210a(b) in con¬ 
nection with transfer application 
under section 212(b) and transfer 
rules. 49 CFR Part 1132: 

No. MC-FC-77454. By application 
filed December 8. 1977. H AND S 
TRANSFER. JNC.. 3109 Crestline 
Drive. Steubenville. Ohio 43952. seeks 
temporary authority to transfer the 
operating rights of Stony's Trucking 
Co.. 6135 Catawba Drive, Canfield, 
Ohio 44406, under section 210a(b). 
The transfer to H and S Transfer. 
Inc., of the operating rights of Stony's 
Trucking Co.. Is presently pending. 

By the Commission. 

H. G. Homme, Jr.. 

Acting Secretary. 

CPU Doc. 77 36120 F1l*d 12-16-77; 8:45 xml 
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sunshine act meetings 


ThJt section of the FEDERAL REGISTER contains notices of 

552b(#X3). 


mettmgs published under the “Government m the Sunshine Act” (Pub. L 94-409), 5 U.S.C 
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Civil Rights Commission \ 

Federal Communications 
Commission _ 2 , 3 , 4 


Federal Energy Regulatory 
Commission —..........„... 5 

Federal Maritime Commission... $. 7 

Nuclear Regulatory 
Commission.... 9 . 10 

Occupational Safety and 
Health Review Commission. n 


[6335-01J 

I 

COMMISSION ON CIVIL RIOHTS. 

DATE AND TIME: December 17. 1977; 
2 p.m. 

PLACE: Room 800, 1121 Vermont 
Avenue NW.. Washington. D.C. 

STATUS: Telephone conference call. 
Closed to the public. 

MATTERS TO BE CONSIDERED: 
Review and discussion of age discrimi¬ 
nation study, draft report. 

PERSON TO CONTACT FOR FUR- 
THER INFORMATION: 

Barbara Brooks, Public Affairs Unit. 
202-254-8607. 

(S-2106-77; Piled 12-15-77; 3:48 pml 


Agrnd* Item Subject 

Now 


I Amendment of pi. 15 of U>e 
Commission t rules to pro- 
hiblt manufacture of UHF 
rece i v er s, after May L. 
1979. with noise figures In 
excess of 14dB (Docket No. 
21010 ). 

1 Applications for construc¬ 
tion permits for new 
broadcast stations In Call 
fomJa filed by Baker- 
Smlth Communication* 
Co. (BorbanJn. and 
AWAR.E. Communica¬ 
tors. Inc. Lotus Communi¬ 
cations Cocp„ Foothill 
Broadcasting Corp (Pasa¬ 
dena). 


CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Samuel M. Sharkey. FCC Public In¬ 
formation Officer. 202-432-7260. 

Issued: December 14, 1977. 

IS-2096-77 Piled 12-J5-77; 3:01 pml 


16712-01] 

3 

FEDERAL COMMUNICATIONS 
COMMISSION. 

TIME AND DATE: 9:30 a.m.. Wednes¬ 
day. December 21. 1977. 

PLACE: Room 856, 1919 M Street 
NW.. Washington. D.C. 

STATUS: Open Commission Meeting. 
MATTERS TO BE CONSIDERED: 


A««n<Ja Item Subject 

NOl 


Agenda Item Subject 

No. 


1 Additional channels of pro¬ 
gram material received 
through satellite earth sU 
lions. 

1 Request for tax certificate, 
filed by Truth Publishing 
Co.. Inc., former part 
owner of Valley Cablcvl 
■ton Corp. 

2 Application for certificate of 
compliance and request for 
special relief (CAC-10270), 
filed by Keystone Cahle- 
VUton Corp. for a new 
cable television system at 
Pittsburgh. Pa. 

2 Petitions tor stay of the 
Commission decision In 
Vonhu. Me (Seattle. 
Wash.) filed by United 
Community Antenna Sys¬ 
tems, Inc., and Tele-Vue 
6yatema. Inc and KIRO. 
Inc ’s objections. 

1 Applications for renewal of 
license for stations WIYN. 
Rome. Oa^ and WPLK. 
Roekroart, Oa. 

2 WlOOAlli, Carlisle, Pa 
comparative heartng. 

2 Application of Oordon L 
Gay for renewal and aa 
Mgnmrnt of license of sta¬ 
tion KKAT. Roswell. N 
Mex. and application of 
Andromeda Broadcasting. 
Las Vegas. Nev„ for con¬ 
struction of station In Ros¬ 
well. N Mex. 

4 Renewal of licenses of Hali¬ 
fax Broadcasting Co. for 
WIILf and WJLC PM. 
South Boston. Va. 

Broadcast- 1 Petition for reconsideration 

of previous decision to 
assign channel 243 to 
Crwtvtew. Fla.. Instead of 
Port Walton Beach, Fla 
2 Consequences of waiver of 
hearing In a revocation 
proceeding (Docket No. 
21312). 



carrier. 


Cable 

television. 


General._ 

[6712-011 

2 

FEDERAL COMMUNICATIONS 
COMMISSION. 

Safety and 

TIME AND DATE: 9:30 a.m.. Thura- 
day. December 15.1977. 

PLACE: Room 856, 1919 M Street 
NW.. Washington. D.C. 

STATUS: Open Commission Meeting. 

CHANGES IN THE MEETING: The 
following Items should be deleted: 


1 Rules changes Lo expand the 

cable television relay ser¬ 
vice band from 13 7 12 9ft 
to 12 7-13 20 GUa 

2 Amendment of pta 2. 91, 

and 83 of the Commis¬ 
sion’s rules In frequencies 
and operating procedures 
relating to the use of ra¬ 
diotelephony In the mari¬ 
time services. 

1 Waiting period for filing ap¬ 

plications In the safety 
and special radio services 
after a denial, a 
with prejudice or after a 
revocation (Docket No 
21391k. 

2 Amendment of see. 97_2M(b> 

of the Commission's rules 
to clarify who most be 
given written notice of an 
application for an aero¬ 
nautical advisory station 
license. 


CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Samuel M. Sharkey. FCC Public In¬ 
formation Officer. 202-632-7260. 

Issued: December 14. 1977. 

IS-2099-77 Piled 13-16-77; 3:01 pml 


[6712-01) 

4 

FEDERAL COMMUNICATIONS 
COMMISSION. 

TIME AND DATE: Follows 9:30 a.m.. 
open meeting. Wednesday. December 
21. 1977. 

PLACE: Room 856. 1919 M Street 
NW.. Washington. D.C. 
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STATUS: Closed Commission Meeting. 
MATTERS TO BE CONSIDERED: 


Afrnda Item Subject 

Ho. 


1 Field Investigation Into the 

operation* of KHZE and 
KRAZ-KM. Farmington, 
H. Mex 

2 Results of Investigation into 

the operations of KVTT 
fKMi. Dallas. Tea, 

I Motion for stay and espedit* 
ed convideration In the 
Birmingham, Dvmopolis. 
and Montgomery. Ala. 
comparative educational 
TY proceeding (Docket 
Nos. ao*7&-*> 


CONTACT PERSON FOR MORE IN- 
FORMATION: 

Samuel M. Sharkey, FCC Public In¬ 
formation Officer. 202-632-7260. 

Issued: December 14, 1977. 

CS-2097-77 Filed 12-15-77; 3.01 pml 


[6740 02] 

5 

FEDERAL ENERGY REGULATORY 
COMMISSION. 

•'FEDERAL REGISTER'* CITATION 
OF PREVIOUS ANNOUNCEMENT: 
Published December 15, 1977. 42 FR 
63280. 

PREVIOUSLY ANNOUNCED TIME 
AND DATE OF MEETING: December 
20.1977, 10 a.m. 

CHANGE IN THE MEETING: The 
following items have been added: 

Item. Docket No., and Company 

ER-43—E-9597 and E-9308, Nevada Power 
Co. and California Pacific Utilities Co. 
ER-7-ER76 90. Boston Edison Co. 

ER-S: 

(A) ES77-60, Louisville Gas St Electric Co. 

(B) ES76-81. Baltimore Gas St Electric Co. 
<C> ES77-S8. Central Telephone St Utili¬ 
ties Corp. 

(D) ES78 1. Detroit Edison Co. 

(E) ES78-5. Gulf States Utilities Co. 

M-2—Reexamination of special relief and 
related cost issues involving gas producers. 
M 3—RM75-25, policy with respect to certi¬ 
fication of pipeline transportation agree¬ 
ments. 

RP-10— RP-73-97, Kentucky West Virginia 
Gas Co. 

Cl-3-'075-45, et al.. Tenneoo Oil Co., et al. 
CP-6—CP77-71, Natural Gas Pipieitne Co. 
of America; CP77-118. Columbia Gas 
Transmission Corp. and Columbia Gulf 
Transmission Co.; CP77-125. Texas Gas 
Transmission Corp. 

Kenneth F. Plumb, 
Secretory. 

CS 2105 77 Filed 12-15-77; 3:48 pral 


[6730-01] 

6 

FEDERAL MARITIME COMMIS¬ 
SION. 

"FEDERAL REGISTER" CITATION 
OF PREVIOUS ANNOUNCEMENT: 
December 9. 1977. 42 FR 62248. 

PREVIOUSLY ANNOUNCED TIME 
AND DATE OF THE MEETING: De¬ 
cember 14. 1977,10 a.m. 

CHANGES IN THE MEETING: Addi¬ 
tion of the following item to the open 
session: 

9. Election of Thomas F. Moakiey as Vice 
Chairman. Federal Maritime Commission. 

CS-2102-77 Filed 12-15-77; 3:12 pml 


[6730-01] 

7 

FEDERAL MARITIME COMMIS¬ 
SION. 

TIME AND DATE: December 16. 1977. 
10 a.m. 

PLACE: Room 12126, 1100 L Street 
NW.. Washington. D.C. 20573. 

STATUS: Open. 

MATTERS TO BE CONSIDERED: l. 
Agreement No. T-3547: 1977-1980 In¬ 
ternational Longshoremen's Associ- 
ation/carrier Job security program. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Francis C. Humey, Secretary. 202- 
523-5727. 

CS-2103-77; Filed 12-15-77; 3:01 pml 


[7590-01] 

NUCLEAR REGULATORY COM¬ 
MISSION. 

TIME AND DATE: Week of December 

19. 1977. 

PLACE: Commissioners’ Conference 

Room. 1717 H Street NW.. Washing¬ 
ton. D.C. 

STATUS: Open and closed. 

MATTERS TO BE CONSIDERED: 

Monday. Dkcnuin 19 

9:30 am,—Discussion of draft Boabrook 
opinion (doaed—exemption) (time is ap¬ 
proximate) (continuation of December 14. 
1977, meeting). 

Tuesday. December 20 

10 am.—Meeting on GESMO (approximate¬ 
ly lVfc hours) (public meeting) (as previ¬ 
ously announced). 

1:30 p.m.—Meeting requested by AIF on li¬ 
censing reform and other issues (as previ¬ 
ously announced) (approximately I hour) 
(public meeting). 


Note.— Discussion of fiscal year 1978 do¬ 
mestic safeguards technical assistance con¬ 
tractual projects (approximately I hour) 
(public meeting) is postponed to a dale to be 
announced. 

Wednesday. December 21 

9:30 am.—1. Briefing on comprehensive 
evaluation report on the United Nuclear 
Fuel Facility at Wood River Junction. 
Rhode Island (approximately I hour) 
(closed—exemption I) (rescheduled from 
December 20. 1977). 2. Discussion of per¬ 
sonnel matter (approximately 114 hours) 
(closed—exemption 6). 

1:30 p.m.—1. Discussion of litigation on 
Sheffield (Ill.) low level waste facility (ap¬ 
proximately 1 hour) (public meeting). 2. 
State Department briefing on export and 
* nonproliferation matters (approximately 
1V4 hours) (closed—exemptions 1 and 9) 
(rescheduled from December 16, 1977). 

Thursday, December 22 

9:30 am.—Review of comments and analysis 
by staff of UCS petition; statements by 
participants opposed to the petition (ap¬ 
proximately 2 hours) (public meeting). 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Walter Magee. 202-634-1410. 

Walter Magee. 

Office of the Secretary. 
December 14. 1977. 

IS-2100-77 Filed 12-15-77; 3:01 pml 


[7590 01] 

9 

NUCLEAR REGULATORY COM¬ 
MISSION. 

TIME AND DATE: Tuesday. Decem¬ 
ber 20. 1977. 

PLACE: ComUsioners' Conference 

Room. 1717 H Street NW.. Washing- 
ton. D.C. 

STATUS: Open and closed. 

MATTERS TO BE CONSIDERED: 

9:00 am.—1. Briefing on comprehensive 
evaluation report on the United Nuclear 
Fuel Facility at Wood River Junction. R.I. 
(approximately 1 hour) (closed—exemp¬ 
tion 1). 2. Meeting on GESMO (approxi¬ 
mately 1 ft hours) (public meeting) (con¬ 
tinuation of December 7, 1977 meeting). 
1:30 p.m.—1. Meeting requested by ALP on 
licensing reform and other issues (ap¬ 
proximately 1 hour) (public meeting). 2. 
Discussion of fiscal year 1978 domestic 
safeguards technical assistance contrac¬ 
tual projects (approximately 1 hour) 
(public meeting) (continuation of Decem¬ 
ber 8. 1977 meeting). 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Walter Magee. 202-634-1410. 

Walter Magee. 

Office of the Secretary. 
December 13, 1977. 

[S-2104-77 Piled 12-15-77; 3:01 pml 


Complaint* 

and 

Compliance. 


Hearing__ 


FEDERAL REGISTER, VOL. 4a. MO. 243—MONDAY. DECEMBER 19. 1977 












63678-63706 


SUNSHINE ACT MEETINGS 


17590-01] 

10 

NUCLEAR REGULATORY COM¬ 
MISSION. 

FEDERAL REGISTER" CITATION 
OF PREVIOUS ANNOUNCEMENT: 
December 14. 1977, 42 FR 63010. 

PREVIOUSLY ANNOUNCED TIME 
AND DATE: Thursday. December 15. 
and Friday. December 16. 1977. 

PLACE: Commissioners' Conference 
Room. 1717 H Street NW.. Washing¬ 
ton. D.C. 

STATUS: Open and closed (changes). 

CHANGES IN THE MEETING: I. 
The briefing by Carl Bennett (closed) 
Is rescheduled from December 16 to 
10:30 a m.. December 15. 1977. 2. The 
State Department briefing (closed) Is 
rescheduled from December 16 to 2:30 
p.m., December 21. 1977. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Walter Magee. 202-634-1410. 

Walter Magee. 
Office of the Secreta ry. 

December 13.1977. 

18-2101-77 Piled 12-15-77; 4:25 pm] 


[7600-01] 

II 


OCCUPATIONAL SAFETY AND 
HEALTH REVIEW COMMISSION. 

TIME AND DATE: 2 p.m., December 
20. 1977. 

PLACE: Room 1101, 1825 K Street 
NW.. Washington. D.C. 

STATUS: This meeting is subject to 
being closed by a vote of the Commis¬ 
sioners taken at the beginning of the 
meeting. 

MATTERS TO BE CONSIDERED: 
Discussion of specific cases In the 
Commission adjudication process. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Ms. Lottie Richardson. 202-634-7970. 
Dated: December 15. 1977. 

18-2096 Piled 12-15-77; 3:01 pm) 
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RULES AND REGULATIONS 


[4210-01] 

Title 24—Housing and Urban Development 

CHAPTER X—FEDERAL INSURANCE AD¬ 
MINISTRATION, DEPARTMENT OF 
HOUSING AND URBAN DEVELOPMENT 

SUBCHAPTtR B—NATIONAL FLOOD 
INSURANCE PROGRAM 

(Docket No. FI-3382) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determination for the 
City of Herculaneum, Jefferson County, Mo. 

AGENC Y: F ederal Insurance Adminis¬ 
tration, HUD. 

ACTION: Pinal rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations In the City of Herculaneum, 
Jefferson County. Mo. 

Those base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community Is 
required to either adopt or show evidence 
of being already In effect In order to 
qualify or remain qualified for partici¬ 
pation in t he N ational Flood Insurance 
Program (NFIP). 

EFFECTIVE DATE: The date of Issuance 
of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the City of Herculaneum. 
Jefferson County, Mo. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outUnes of the 
flood prone areas and the final elevations 
for the City of Herculaneum, arc avail¬ 
able for review at City Clerk’s Office. 
City Hall, No. 1 Park wood Court, Hercu¬ 
laneum. Mo. 63048. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm, Assistant Admin¬ 
istrator, Office of Flood Insurance. 202- 
755-6381 or toll-free Unc 800-424-8872. 
room 5270. 451 Seventh Street SW.. 
Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION ; 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the City of Her¬ 
culaneum, Jefferson County, Mo. 

This final rule issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1073 <Pub. L. 93-234 >. 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448). 42 U.S.C. 4001-4128, and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the commu¬ 
nity for a period of ninety (90) days hAs 
been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from Individuals 
w ithin the community. 

The Administrator has developed cri¬ 
teria for flood plain management In flood 


prone areas in accordance with 24 CFR 
Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 




Elevation 



In feet. 

Source of flooding 

Location 

national 

RaqdaUa 

vertical 

datum 

Joachim Creek. 

lr>W ft duwtuitrrain 

113 


of Missouri Illinois 
HR 



100 ft downstream of 

419 


interstate 65. 


Hidden Valley 

At confluence with 

413 

Clerk 

Jaw him Creek, 
ino ft downstream of 

413 


CommrrrtsJ Blvd 

100 ff nfrttrrara of 

416 


Commercial Hied. 
1.660 ft upetrmm of 

417 


Cottitnerrial Bird. 
3,060 It upstream of 

438 


Commercial Blvd. 

At city limits. . 

4*5 

Bonatber Crwk_ 

At counume* with 

413 


Joarhim Creek. 

300 a downstream of 

413 


Lake l>r 

At Lake Dr. _ 

433 


290 ft downstream of 

433 


Highway 61 spur. 

At Highway 61 spur. 

430 


280 rt upstream of 

436 


Interstate M 


AlU&lttlppi Hirer_ 

Soul hern corporate 
limits. 

Northern corporate 

419 


413 


limits. 



(National Flood Insurance Act of 2968 (Title 
XIII of Housing and Urban Development Act 
of 1968). effective January 28. 2969 (33 FR 
17804. November 28. 1968), a* amended; 42 
USO. 4001-4228: and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27, 1969, as 
amended ($9 FR 2787, January 24. 1974).) 

Issued: November 7, 1977. 

Patricia Roberts Harris. 

Secretary , 

|FR Doc 77-35898 Filed 12-16-77;8:45 am) 


[ 4210-01] 

{Docket No. FI-3155) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
the City of Gearhart, Clatsop County. Oreg. 

AGENCY: Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations In the City of Gearhart, Clat¬ 
sop County. Orcg. 

These base <100-year> flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already In effect in order to 
qualify or remain qualified for partici¬ 
pation In t he N ational Flood Insurance 
Program < NFIP). 

EFFECTIVE DATE: The date of Issu¬ 
ance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations for the City of Gearhart, Oreg. 


ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal eleva¬ 
tions for the City of Gearhart, are avail¬ 
able for review at City Hall. Pacific Way. 
Gearhart. Oreg. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Ad¬ 
ministrator, Office of Flood Insurance. 
202-755-5581 or toll-free line 800-424- 
8872, room 5270, 451 Seventh Street 
SW.. Washington. DC. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the City of Gear¬ 
hart, Oreg. 

This final rule Is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234 >. 
87 Stat. 980. which added section 1363 
to the Natio nal F lood Insurance Act of 
1968 (Title Xm of the Housing and 
Urban Development Act of 1968 (Pub. L. 
90-448). 42 U.8.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from In¬ 
dividuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management In 
The final base < 100-year) flood eleva- 
24 CFR Part 1910. 

The final base (100-year flood eleva¬ 
tions for selected locations are: 


Elevation 
In feet, 

Sourer of flooding Location national 

geodetic 
vert teal 
datum 


Nracxnie Crrek_O St.. , r , , , 12 

IVifle W ay. |] 

Nrauunna Crrrk. Oilrr Rd..... II 

1st St. II 

Airport Creek. .. 6th St... 1 2 

Pacific Otrail. Uv»t of Nmcmte 36 

llltrd. North of 6th 
St 

of NVarroln 23 

Blvd Neath of 
Parin'* Way 

W«t of Ocean Are. 27 

North of K St. 

Wrtt of I hear. A Vr. 2M 

Sear <J 81. 

SoulItwril of Ocean 22 

Arv 

South of Ocean Av*..„ 16 

c*otttJ*«»t of Ocean li 

A vc 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968). effective January 28. 1969 (33 FR 
17804. November 28. 1968). aa amended; 42 
U.S.C. 4001-4128; and Secretary* delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27. 1969. as 
amended (39 FR 2787, January 34. 1974).) 

Issued: October 13.1977. 

Patricia Roberts Harris, 
Secretary. 

|FR Doc.77-35899 Filed 12 16-77;8:45 am| 
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[ 4210 - 01 ] 

I Docket No. FT-33901 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS ANO JU 
DICIAL REVIEW 

Final Flood Elevation Determination foe 
the Town of Brandon, Rutland County, Vt. 

AGENCY: Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations In the Town of Brandon. Rut¬ 
land County, Vt. 

These base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already in effect in order to qual¬ 
ify or remain qualified for participation 
in the National Flood Insurance Pro¬ 
gram (NFIP). 

EFFECTIVE DATE: The date of Issuance 
of the Flood Insurance Rate Map 
<FTRM>. showing base < 100-yean flood 
elevations, for the Town of Brandon. 
Rutland County. Vt, 

ADDRESSES: Maps and other informa¬ 
tion showing detailed outlines of the 
flood prone areas and the Anal elevations 
for the Town of Brandon, are available 
for review at Town Manager's Office. 
Town Office Building. Center Street. 
Brandon. Vt. 05733. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krtmm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 
755-5581 or toll-free line 800-424-8872. 
room 5270. 451 Seventh Street 8W . 
Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the Town of Bran¬ 
don. Rutland County. Vt. 

This Anal rule Is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234). 
87 Slat. 980, which added section 1363 
to the National Flood Insurance Act of 
1968 (Title Xni of the Housing and Ur¬ 
ban Development Act of 1968 (Pub. L. 90- 
448>. 42 U.S.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90> days 
has been provided No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from In¬ 
dividuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management In flood 
prone areas in accordance with 24 CFR 
Part 1910. 


The final base (100-year) flood eleva¬ 
tions for selected locations are: 




Klaratkm 



In M, 

fritirf* of floodtn# 

Unitwi 

national 

yeodnir 

r#ftira( 

datum 

Him 

4A» (1 dour n«ttMtm of 

MiS 


Clay tW. 

ICO ft U|Mltr-tMt fll 

m 


CUV S4. 

I,T« (t uf*t/r«tit tf 

ytc 


Clay St. 

70 fi iWmtrmm n! 

xc 


V*rn*ocit Hy. 

«m* If Iip*tw»n» of 

m 


Vermont Ky. 
i /co a optimal of 

374 


Vrrmnnt Hy. 

VJtiOtt of 

<10 


Vitnioiit Hy. 
too ft u|u>imttu of 

<71 


( Mjtrr 8». (h#low 

dam). 

4*> 


♦COlt u|*»imam of 


I rntrt Sf. llbon 
daitt). 

*. i'OO f» dnwtwtmam of 
tv twit? Rd. 

4X1 


A, Wlirrkv U4 . 

435 


*0*11 ilnwtkM train of 

OS 


Writ Ml ltd 
’«) ft tktvuMmun < 1 

441 


Wrtam Ud. 

IQD ft ujwir*am of 

OO 


IN elton Hd. 

10) ft uirttroam of 

4'* 


Walton ttd. 

100 fr doa?wtn*m oi 

47% 


- Toy* Farm RL 
lUOfl HfOtnun of 

4** 


Town farm 11*1 

♦M* 


l.tOOfi Riaumni«*( 
To#n Farm Hd 

4 XX) ft 

Town Farm Hd 

*jfH 

*70 


100 fi uintnjiti <4 


Si Mr IbuitfW 

U80O ft oiflrtYfw uf 
Htasi* KiiMf 33, 

417 

Aftvir4 drook 

yo fi 4ov» murrain of 

KM 

Am**Vd Pi*rtti Kit 
-S ft d<nm«t«wam «f 

in 



Arnold niMfkt Hd 
At ,\nt)kl DlMim Hd 

441 


:M) ft ujMrtaratf 

A f rigid PI in-1 Hd 

441 


t National Flood Insurance Act of 1988 (Title 
XU1 of Housing and Urban Development Act 
of 1988). effective January 28, I960 (33 FR 
27804. November 28, 19S8). as amended. 42 
UJB C 4001 4128. and Secretary* delegation 
of authority to Federal Insurance Admin¬ 
istrator 34 Fit 2680. February 27. 1969. as 
amended (39 FR 2787. January 24. 1974) > 
Issued: November 7.1977. 

Patricia Routais Harris. 

Sccrcfary 

I FR Doc 77-35900 Filed 12-18-77; 8 45 am ] 


[ 4210 - 01 ] 

(Docket No FI-28851 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS ANO JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determination for 
the Town of Lyndon. Vt. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD 


ACTION: Final rule 

SUMMARY: Final base flood elevations 
(100-year flood) are listed below for se¬ 
lected locations In the Town of Lyndon. 
Vt. These base flood elevations are the 
basis for the flood plain management 
measures that the community is required 
to cither adopt or show evidence of being 
already In effect in order to qualify or 
remain qualified for participation in the 
National Flood Insurance Program 
<NFIP> 

EFFECTIVE DATE: On publication of 
the Flood Insurance Rate Mop for the 
Town of Lyndon. Vt. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the Town of Lyndon are avail¬ 
able for review at Town Hall, 24 Main 
St.. Lyndon vtile. Vt. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krtmm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 

202-755-5581 or toll-free line 800-424- 

8872. Room 5270. 451 Seventh Street. 

SW. Washington. D C. 20410. 
SUPPLEMENTARY INFORMATION: 

The Federal Insurance Administrator 
gives notice o( his final determinations 
of flood elevations for the Town of Lyn¬ 
don. 

This final rule is Issued in accordance 
with Sectiou 110 of the Flood Disaster 
Protection Act of 1973 (Pub. U 93-234). 
87 Stat 980. which added Section 1363 
to the National Flood Insurance Act of 
1968 (Title XIII of the Housing and 
Urban Development Act of 1968 *Pub L. 
90-448 >, 42 U-S.C 4001-4128, and’ 24 
CFR Part 1917). 

An opportunity for the community or 
individuals to appeal this determination 
to or through the community for a pe¬ 
riod of ninety <90> days has been pro¬ 
vided. No appeals of the proposed base 
flood elevations were received from the 
community or from individuals within 
the community. 

The Administrator, to whom the Sec¬ 
retary has delegated the statutory au¬ 
thority. has developed criteria for flood 
plain management in flood-prone areas 
in accordance with 24 CFR Part 1910. 

The final 190-year flood elevations for 
selected locations are 
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Mire* ol flcK#Un« Locution 

KP ration 
In feat, 
national 
cradftlrc 
vertical 
datum 

raamiripodc Hirer.. Kallrrwd bndgr__ 


UF S .. 

7B 7 

WrnkMti 122... 

t m 

At Willi 

788 

Hun 


V.&. k .. 

TOW 

Vmrwinl til.. 

711 

tu-lncl Utdtc. 

TIB 

VtiUHXit 111_ 

717 

th m ... 

71* 

Til 40— 

741 

Vmnout 111.. 

TAJ 

c aiinrtlitf Brook.. ., Horjti- A... , 

734 

Ha»Mu» Btook.... TH ... 


Til 4. 

704 

MJQm Kurt_ Vmnool 122.. 

TtW 

1-^1.. 

714 

TH 31.. 

Till 

WbcrlorJi Branch... HA 10.._ 

71* 

I-Ol____ 

908 

T)l t„_ 

708 

TH 82_ 

TOW 


(National Flood Inauranc© Act of 1968 (Title 
XIII ol Housing and Urban Developrnrnt Act 
of 1968), effective January 28. I960 (32 FR 
17804, K^wmber 28, 1968). aa amended, 42 
U SC. 4001 >4128; and Secretary* delegation 
of authority to Federal Insurance Adminis¬ 
trator M FR 2680, February 27, i960. ae 
amended »39 FR 2787, January 24, 1374).) 

Iwucd: August 30. 1077. 

Patricia Roberts Harris. 

Secretary. 

I FR Doc 77-33801 Filed 12-16-77; 8:45 am) 


[ 4210-01 ] 

(Docket No. FI>3003) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Rood Elevation Determination for 
the Town of Moretown, Vt. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base flood elevations 
1100 -year flood) are listed below for se¬ 
lected locations In the Town of More- 
town, Vt. These base flood elevations are 
the basis for the flood plain management 
measures that the community is required 
to either adopt or show evidence of being 
already In effect in order to qualify or re¬ 
main qualified for participation In the 
National Flood Insurance Program 
<NF1P). 

EFFECTIVE DATE: On publication of 
the Flood Insurance Rate Map for the 
Town of Moretown. Vt 

ADDRESSES: Maps and other infor¬ 
mation showing the detailed outline* of 
the flood-prone areas and the final 
elevations for the Town of Moretown 
are available for review at Town Clerk's 
Office. Route 100B. Moretown. Vt, 


RULES AND REGULATIONS 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Kritnm. Assistant Admin¬ 
istrator, Office of Flood Insurance. 

202-755-5581 or toll-free line 800- 

424-8872. Room 5270, 451 Seventh 

Street. SW„ Washington. D.C. 20410. 

SUPPLEMENT AR Y INFORMATION: 
The Federal Insurance Administrator 
gives notice of his Anal determinations 
of flood elevations for the Town of More- 
town. 

TTiis Anal rule Is issued in accordance 
with Section 110 of the Flood Disaster 
Protection Act of 1973 ‘Pub. L. 93-234). 
87 Stat. 980. which added Section 1363 
to the National Flood Insurance Act of 
1988 < Title Xni of the Housing and 
Urban Development Act of 1968 <Pub. L. 
90-448). 42 UJ3.C. 4001-4128. and 24 
CFRPart 19171. 

An opportunity for the community or 
individuals to appeal this determination 
to or through the community for a pe¬ 
riod of ninety (90> days has been pro* 
vided. No appeals of the proposed base 
flood elevations were received from the 
community or from Individuals within 
the community. 

The Administrator, to whom the 
Secretary has delegated the statutory 
authority, has developed criteria for 
flood plain management in flood-prone 
areas In accordance with 24 CFR Part 
1910. 

The Anal 100-year flood elevations for 
selected locations are: 


Fie ration 


Sourer ol (Wins Location national 

UlfHi'tlC 

vertical 

datura 


MaiI RIVtt _.. Route IftOH__, flj? 

Town Highway W0 

No. JM. 

Rottl* HiOB__ 57* 

Munn Bridge. fcVj 

Rout* IflOB. i d 

Town Huh*ay 4rfl 

No. II. 

Wlnoatii Hirer.. ^ Varment Hnute tOQil . rei 

U S. Knutr? .. 44; 


< National Flood Inauninc* Act of 1968 (Title 
XIIT of Hoiialng and Urban Development Act 
Of 1968). effective January 28, 1008 (33 FR 
17804. November 28. 1068), as amended; 42 
U8.C. 4001-4128: and Secretary* delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680, February 27. 1969. as 
amended (89 FR 2787. January 24. 1974) ) 

Issued: August 30,1977. 

Patricia Roberts Harris, 
Secretary, 

|FR Doc.77-35902 Filed 12-16-77:8:45 am| 


[4210-01] 

[Docket No FI-3392) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Rood Elevation Determinations for 
the Town of Northfield, Washington 
County. Vt. 

AGENC Y: F ederal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

8 UMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations in the Town of Northfield. 
Washington County, Vt. These base < 100- 
year > flood elevations are the basis 
for the flood plain management meas¬ 
ures that the community is required to 
either adopt or show evidence of being 
already In effect in order to qualify or 
remain qualified for participation in the 
National Flood Insurance Program 
(NFIP>. 

EFFECTIVE DATE: The date of Issu¬ 
ance of the Flood Insurance Rate Map 
<FIRM), showing base U00-year> flood 
elevations, for the Town of Northfield. 
Vt. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal eleva¬ 
tions for the Town of Northfield. are 
available for review at Municipal Build¬ 
ing. Main Street, Nortlifleld. Vt. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 
755-5581 or toll-free line 800-424-8872, 
Room 5270. 451 Seventh Street. 8W., 
Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of hJs final determinations 
of flood elevations for the Town of 
Northfield. Vt. 

This final rule is Issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 ‘Pub. L. 93-234), 
87 Stat. 880. which added section 1363 to 
the National Flood Insurance Act of 1968 
‘Title XIII of the Housing and Urban 
Development Act of 1968 (Pub L. 90- 
448 >, 42 U S C. 4001-4128, and 24 CFR 
Part 1917 4‘a>). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety ‘90) days 
lias been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 
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The final base 1 100-year) flood eleva¬ 
tions for selected locations are: 


Sourer of flooding Location 


KlcvaUon 
in fert. 

i ■) in kl 
f*Od*tlr 
Vertical 
datum 


Uog Rive# .. Houle I’JA_ . bfT 

Stoory Bn** Kd 777 

Kingston Bridge 734 

(upatmun) 

KingMon Bndgr 73J 

1 downstream i 

Koolr 12 <W 4 

c oi Brook. ... quern 1'oM Com id <Mto 

Hiidgr 

fcnlna Vermont ft K fUH 

t mon Brook rirasnit M Unaild» D 

Ylitaft UiniU). 

Sonny Itrook.Itoule 12. km 

Lover* I.WIT. 7»: 

Route I2A.. 736 


• National Flood Insurance Act of 1968 (Ttti* 
XIII or Housing and Urban Development Act 
of 1968). effective January 28, 1969 133 FR 
17804. November 28. 1966). as amended. 42 
U.8 C. 4001-4128, and Secretary's delegation 
or authority to Federal Insurance Adminis¬ 
trator, 34 FR 2680. February 27. 1909. as 
amended (39 FR 2787. January 24. 1074) ) 

Issued : November 29, 1977. 

Patricia Roberts Harris, 
Secretary. 

I FR Doc.77-35903 Filed 12-16-778 45 ami 


[ 4210 - 01 ] 

| Docket No. FI-32211 * 

PART 1917—APPEALS FROM FLOOO 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
the Town of Cloud Lake, Palm Beach 
County, Fla. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year* flood 
elevations are listed below for selected 
locations in the Town of Cloud Lake. 
Palm Beach County. Fla These base 

• 100-ycar) flood elevations are the basis 
for the flood plain management meas¬ 
ures that the community is required to 
either adopt or show evidence of being 
already In effect in order to quulify or 
remain qualified for participation in the 
National Flood Insurance Program 

• NFIP). 

EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 

• FIRM), showing base t 100-year* flood 
elevations, for the Town of Cloud Lake. 

Fla 


ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas find the final elevations 
for the Town of Cloud Lake, are available 
for review at Town Hall. 1 Lang Rd. 
Cloud Lake. Fla. 

FOR FURTHER INFORMATION CON¬ 
TACT. 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Iasurance. 202- 
755-5581 or toll-free line 800-424-8872. 


Room 5270, 451 Seventh Street. SW.. 

Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the Town of Cloud 
Lake. Florida 

This final rule is issued In accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 <Pub. L. 93-234). 
87 Stat 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
<Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448). 42 U.S.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the commu¬ 
nity for a period of ninety (90) days has 
been provided No appeals of the proposed 
base flood elevations were received from 
the community or from individuals with¬ 
in the community. 

The Administrator has developed 
criteria for flood plain management In 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base < 100-year > flood eleva¬ 
tions for selected locations are: 


novation 
111 feet, 

Source of flooding Location national 

ftaodtUc 

rcrtloal 

datum 


Kambdl and Lang Rd. \* 

pondtat 


i National Flood Inaurance Act of 1968 (Till* 
XIII of Homing and Urban Development Act 
of 1988). affective January 28. 1969 (33 FR 
17804. November 28. 1988), a.* amended. 42 
UB.C 4001-4128: and Secretary' s delegation 
of authority to Federal Inaurance Adminm- 
trator 34 FR 2680, February 27. 1989. a& 
amended (39 FR 2787. January 24. 1974).) 

Issued. November 29. 1977. 

Patricia Roberts Harris. 

Secretary 

|FR Doc 77-35904 Filed 12-16 77:8 46 amj 

[ 4210-01 ] 

(Docket No. FI-3278) 

PART 1917—APPEALS FROM FLOOO 
ELEVATION DETERMINATIONS AND JU 
CMCIAL REVIEW 

Final Flood Elevation Determinations for 
the Town of Palm 8each, Palm Beach 
County. Fla. 

AGENCY: Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

8 UMMARY: Final base UOO-year> flood 
elevations are listed* below for selected 
location!* in the Town of Palm Beach. 
Palm Beach County, Fla. These base 
UOO-year) flood elevations are the basis 
for the flood plain management meas¬ 
ures that the community is required to 
cither adopt or show evidence of being 
already In effect In order to qualify or 
remain qualified for participation in the 
National Flood Insurance Program 
«NFIP). 


EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
* FIRM). showing base (100-year) flood 
elevations, for the Town of Palm Beach. 
Fla. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the Town of Palm Beach, are 
available for review at Town Hall, 360 
South County Rd.. Palm Beach. Fla. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr Richard Krimm. Assistant Ad¬ 
ministrator. Office of Flood Insurance. 
202-755-5581 or toll-free Une 800-424- 
8872. Room 5270. 451 Seventh Street 
SW . Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the Town of 
Palm Beach. Florida. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234). 
87 Stat 980. which added section 1363 
to the National Flood Insurance Act of 
1968 < Title XIII of the Housing and 
Urban Development Act of 1968 (Pub 
L 90-488), 42 U.S.C. 4001-4128, and 
24 CFR Part 1917.4(a)). An opportunity 
for the community or individuals to ap¬ 
peal this determination to or through 
the community for a period of ninety 
»90» days has been provided. No ap¬ 
peals of the proposed base flood eleva¬ 
tions were received from the community 
or from individuals within the com¬ 
munity. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base 1 100-year) flood eleva¬ 
tions for selected locations are: 


Elevation 

in 

tiourrr of flooding Location national 

CKxfotiQ 

vertical 

datum 


!«» «•«' 0**011 


Lake Wc rllt at 
rxmt 


Inland 


South Ovemn Dlvd. 

ami Htatr Itoad 

A ! A. 

South Ocean Bird, 
and Kiuf* Kd. 

South Ocean filed 
and Boa V »ew A v« 

North Cmintv Hd 
and t*nnk* d l-anc 

North Ocean lilvd 
hj fed t Mnhtn Kd. 

Lake Tnui H ay and 
Kl Pueblo Way. 

Lake Tnui Way «nd 
Well* Kd 

take |>r. and 
Peruvian Avr 

Hun Itoad A 1 A 
to NMith corporate 
limit*. 

Slate Head A l A 
and South Ocmn 
Bird 

South Ocean lllvd 
and Ocnut V»n» 
Kd. 

Coraanut Row and 
fcWa Spray Ave. 

Ncrth Lake Way arid 
Cherry Lane 


T 


7 


7 


7 
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(National Flood Insurance Act of 1968 (Title 
Xm of Housing and Urban Development 
Act of 1966). effective January 28, 1969 (33 
FR 17804, November 38. 1968). as amended: 
42 UBjC. 4001-4128: and Secretary's dele¬ 
gation of authority to Federal Insurance 
Administrator. 34 FR 2680. February 27, 1689. 
at amended (39 Fit 2787, January 24. 1974).) 

Issued: November 29, 1977. 

Patricia Roberts Harris. 

Secretary. 

|FR Doc.77-35905 Filed 12-16-77:0:45 am) 


[ 4210 - 01 ] 

{Docket No FI 3279J 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Rood Elevation Determination for 
the Town of South Palm Beach, Palm 
Beach County, Fla. 

AGENCY- Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base < 100-year) 
flood elevations are listed below for se¬ 
lected locations in the Town of 8outh 
Palm Beach. Palm Bearh Cou^tv. Fla. 
These base <100-year> flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
reouired to either adont or show evidence 
of being already in effect in order to 
qualify or remain quailed for participa¬ 
tion in th e Na tional Flood Insurance 
Program iNFTP). 

EF F E CTI V E DATE: The date of issu¬ 
ance of Uie Flood Insurance Rate Map 
(FIRM>, showing base HOC-'-ear) flood 
elevations, for the Town of South Palm 
Beach. Fla. 

ADDRESSES: Msps and other Informa¬ 
tion showing the detailed outlines of the 
flood-prone areas nnd the final eleva¬ 
tions for the Town of South Palm Beach, 
are available far review at Town Hall. 
3577 South Ocean Blvd.. South Palm 
Beach. Fla. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm Assistant Admin¬ 
istrator. Office of Flood Insurance, 202- 
755-5581 or toll-free line 800-424-8872. 
Room 5270, 451 Seventh Street SW.. 
Washington. D C. 20410. 

SUPPLEMENT ARY INFOP M ATION: 
The Federal Insurance Administrator 
gives notice of hU final determinations 
of flood elevation* for the Town of South 
Palm Beach. Florida. 

This final rule Is ismed to accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980, which added section 1363 to 
th* National Flood Insurance Act of i968 
<Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448). 42 USC 4001-4128. end 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 


munity for a period of ninety (90> days 
has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from in¬ 
dividuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood -prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


KloYttton 

_ In feet. 

•Soon* of flooding Location national 

ftodotte 

vertical 

datum 


A (Untie Oran. Shocr lino north and 7 

fcjuth Incorporate 
limits. 

Lair Worth ml Shore It tv north and 7 

cotkAl south to corpora!*' 

Omits. 

Intend. ten rt north along 7 

Ocmn Dlvd. (rum 
Intenrrllon of 
Ocran A vr and 
Ones Hlvd 

3,<Vf> ft north alone 7 

Ocean Blvd. from 
Intersection of 
Ocean Avr. and 
Ocean Hlvd 


(National Flood Insurance Act of 1668 (Title 
XIII of Housing and Urban Development Act 
of 1668), effective January 28. 1969 (33 FR 
17804. November 28, 1668), M amended: 42 
USC. 4001 4)28; nnd Secretary’s delegation 
of authority to Federal Insurance Adminis¬ 
trator. 34 FR 2680. February 27, 1669, as 
amended (39 FR 2787. January 24. 1974).) 

Issued: November 29, 1977. 

Patricia Roberts Harris, 
Secretary . 

|FR Doc.77-36906 Filed 12-16-77 8:45 am) 


[ 4210 — 01 ] 

(Docket No. FI-31791 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
Spencer County. Irvd. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule, 

8 UMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations In Sjxmcer County, Ind 
These base < 100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adoot or show evi¬ 
dence of being already in effect in order 
to aualify or remain qualified for partici¬ 
pation In t he N ational Flood Insurance 
Program <NF1P). 

EFFECTIVE DATE r The date of issuance 
of the Flood Insurance Rate Man 
♦FIRM), showing base (100-year) flood 
elevations, for Spencer County, Ind. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final elevations 
for Spencer County, are available for re¬ 


view at Spencer County Courthouse. 
Rock Port Ind. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 

755-5581 or toll-free line 800-424-8872. 

Room 5270. 451 8eventh Street, SW.. 

Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for Spencer County. 
Ind. 

This Anal rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234). 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448 ), 42 U.S.C. 4001-4128. and 24 CFR 
Part 1917.4<a)>. An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas to accordance with 24 
CFR Part 1910. 

The final base <100-vear» flood eleva¬ 
tions for selected locations are: 


Souree of flood!;* 

Loral inn 

Ele tattoo 
in iwe, 
Hfl MIR] 
gwdrtlc 
vertical 
datum 

Ohm Rim. 

Cratrann count y 
limits. 

307 

Liltte I'Jgmia 

U.K. Highway 231.... 

J** 

*t«tc Road 161. 

W7 

Rim. 

Downurram county 

m 


(National Flood Insurance Act of 1668 (Title 
XIII of Homing and Urban Development Act 
of 1908). effective January 28. I960 <33 FR 
17804, November 28. 1068). an amended; 42 
UB.C. 4001-4128: and Secretary’s delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27. 1966. as 
amended (39 FR 2787. January 24. 1974). > 

Issued: November 29.1977, 

Patricia Roberts Harris. 

Secretary. 

|FR Doc.77-36907 Filed 12-16-77.8:45 am| 


[ 4210-01 ] 

(Docket No. FI-3400 1 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determination for 
the City of Undsborg, McPherson Coun¬ 
ty, Kens. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 
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SUMMARY: Pinal base (100-ycar) flood 
elevations are listed below for selected 
locations In the City of Lindsborg, 
McPherson County, Kans. 

These base (100-year) flood elevations 
are the basts for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already In effect in order to 
qualify or remain qualified for participa¬ 
tion In the National Flood Insurance 
Program (NFIP). 

EFFECTIVE DATE: The date of is¬ 
suance of the Flood Insurance Rate Map * 
(FIRM), showing base (100-year) flood 
elevations, for the City of Lindsborg, 
McPherson County. Kans. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the City of Lindsborg. McPher¬ 
son County, Kans., are available for re¬ 
view at the City Hall. Lindsborg. Kans. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krlmm. Assistant Admin¬ 
istrator. Office of Flood Insurance 
202-755-5581 or toll-free line 800- 
424-8872. Room 5270, 451 Seventh 
Street SW., Washington. DC. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his Anal determinations 
of flood elevations for the City of Linds¬ 
borg. McPherson County. Kans. 

This Anal rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980, which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448). 42 UB.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from in¬ 
dividuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas In accordance with 24 
CFR Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Rkvatkat 
in M 

Sourer of flooding Lor*turn above 

mn mi 
Irvrl 


Cow Crock. North corporate 1.*!! 

limit. 

Columbus St.. 1,324 

Sw evtaarm 8t. 1,327 

Mad iron 81. 1.32* 

Third At. L» 

Grant St. 1,531 

W«*t corpomto Unit.. V TM 

Smoky JUU River.. Eoat corporate UniU .. 1,3*5 

Second St. intruded). 1.226 

South corporal* limit 1.320 

Wnt Fork Cow North corporate limit. 1.224 

Creek. West corporate imit.. 1.236 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1068). effective January 28. 1969 (33 FR 
17804, November 28. 1968). as amended; 42 
USC. 4001-4128: and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27. 1969. as 
amended (39 FR 2787. January 24, 1974).) 

Issued: November 29, 1977. 

Patricia Roberts Harris. 

Secretary . 

|FR Doc.77 35908 Filed 12-16-77:8:46 am] 


[4210-01 ] 

(Docket No. FI-3225] 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
the Township of Park. Ottawa County, 
Mich. 

AGENCY- Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) 
flood elevations ore listed below for se¬ 
lected locations in the Township of Park, 
Ottawa County. Mich. 

These base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is re¬ 
quired to either adopt or show evidence 
of being already in effect in order to 
qualify or remain qualified for participa¬ 
tion in the National Flood Insurance 
Program (NFIP). 

EFFECTIVE DATE: The date of issuance 
of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the Township of Park, 
Mich. 

ADDRESSES: Maps and other Informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal eleva¬ 
tions for the Township of Park, are avail¬ 
able for review at Township Hall. 1464 
Ottawa Beach Road, Holland. Mich. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krlmm, Assistant Admin¬ 
istrator, Office of Flood Insurance. 
202-755—5581 or toll-free line 800- 
424-8872. room 5270. 451 Seventh 
Street SW.. Washington. DC. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the Township of 
Park. Mich. 

This final rule is Issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234). 
87 Stat. 980, which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIH of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448>, 42 UB.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 


community or Individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from Individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


Aourre of flooding 

Location 

Elevation 
In ffffft, 
nation*] 
Roodetlo 
vertical 
datum 

Flu* Clark.... 

OIL*vr* Beach Rd .... 

584 


Writ Lakewood Dlvd. 

AM 


Ju:nc* St.. 

500 


(National Flood Insurance Act of 1968 (Title 
Xllt of Housing and Urban Development Act 
of 1968). effective January 28. 1969 (33 FR 
17804. November 28. 1968). as amended; 42 
USC. 4001-4128: and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. Pebruary 27, 1969, as 
amended (39 FR 2787. January 24, 1974).) 

Issued: November 29.1977. 

Patricia Roberts Harris, 
Secretary. 

|FR Doc 77 35909 Filed 12-16-77:8:45 ami 


[4210-01 ] 

|Docket No. FI-3285] 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
the Township of Port Sheldon, Ottawa 
County, Mich. 

AGENCY: Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) 
flood elevations are listed below for se¬ 
lected locations in the Township of Port 
Sheldon. Ottawa County. Mich. 

These base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already in effect in order to 
qualify or remain qualified for participa¬ 
tion in the National Flood Insurance 
Program (NFIPi. 

EFFECTIVE DATE: The date of issuance 
of the Flood Insurance Rate Map 
< FIRM *. showing base (100-year) flood 
elevations, for the Township of Port 
Sheldon. Mich. 

ADDRESSES: Maps and 0 tiler informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal elevations 
for the Township of Port 8heldon, are 
available for review at Township Hall. 
16201 Port Sheldon Road, West Olive, 
Mich. 


FEDERAL REGISTER, VOL 42, NO. 243—MONDAY. DECEMBER 19, 1977 























63714 


RULES AND REGULATIONS 


FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimra. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 
755-5581 or toll-free line 800-424-8872. 
room 5270, 451 Seventh Street SW.. 
Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the Township of 
Port Sheldon, Mich. 

This Anal rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1073 (Pub. L. 93-234), 
87 Stat. 980. which added section 1363 
to the National Flood Insurance Act of 
1968 (Title XIII of the Housing and 
Urban Development Act of 1968 (Pub. L. 
90-448), 42 U.S.C. 4001-4128, and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or Individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plAin management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Soon* of flooding 

Location 

Etc ration 
In fret, 
national 
geodetic 
vertical 
datura 

Lake Michigan. 

Von Ruren 81. 

(attended). 

Near Holland 8t. 
(attended). 

584 


M4 


(National Flood Insurance Act of 1968 (Title 
XXU of Housing and Urban Development Act 
of 1968), effective January 28. 1069 (33 FR 
17804, November 28, 1968), as amended: 42 
US.C. 4001-4128. and Secretary’s delegation 
of authority to Federal Insurance Adminis¬ 
trator. 34 FR 2680. February 27. 1960. as 
amended (39 FR 2787. January 24. 1974).) 

Issued: November 29, 1977. 

Patricia Roberts Harris, 
Secretary. 

|FR Doc.77-359 1 0 Filed 12-16-77:8:45 am) 


[ 4210 - 01 ] 

(Docket No. FI-34091 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
the Township of Wisner. Tuscola County, 
Mich. 1 

AGENC Y: F ederal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 


locations in the Township of Wisner, 
Tuscola County, Mich. These base (100- 
year) flood elevations are the basis for 
the flood plain management measures 
that the community Is required to either 
adopt or show evidence of being already 
in effect in order to qualify or remain 
qualified for participation in the Na¬ 
tional Flood Insurance Program (NFIP). 

EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the Township of Wisner, 
Mich. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal eleva¬ 
tions for the Township of Wisner, are 
available for review at Township Office. 
9384 West Bay City-Forcstville Rd.. 
Fairgrove, Mich. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator, Office of Flood Insurance, 202- 
755-5581 or toll-free line 800-424-8872, 
Room 5270, 451 Seventh Street, SW., 
Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations of 
flood elevations for the Township of Wis¬ 
ner. Michigan. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980, which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIH of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448), 42 U.8.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or Individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from In¬ 
dividuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Elevation 
In fret. 

Location national 

geodetic 

vertical 

datum 


Saginaw Day.Shore end—Allen Rd. 5M 

Manke Rd. 5&S 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28. 1969 ( 33 PR 
17804. November 28, 1968). as amended: 42 
US.C. 4001-4128; and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 


trator 34 FR 2680, February 27. 1069. as 
amended (39 FR 2787, January 24. 1974) ) 

Issued: November 29,1977. 

Patricia Roberts Harris. 

Secretary. 

(FR Doc.77-35911 Filed 12-16-77;8:45 am| 


[ 4210-01 ] 

(Docket No. FI-3030] 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
Claiborne County, Miss. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

8 UMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations In Claiborne County. Miss. 
These base (100-year) flood elevations 
are the basis for the flood plain man¬ 
agement measures that the community 
is required to either adopt or show evi¬ 
dence of being already in effect In order 
to qualify or remain qualified for par¬ 
ticipation in the National Flood Insur¬ 
ance Program (NFIP). 

EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for Claiborne County. Miss. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal eleva¬ 
tions for Claiborne County, are available 
for review at Claiborne County Court¬ 
house. Port Gibson. Miss. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 
755-5581 or toll-free line 800-424-8872. 
Room 5270, 451 Seventh Street SW., 
Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his Anal determinations 
of flood elevations for Claiborne County. 
MUs. 

This Anal rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234). 
87 Stat. 980. which added section 1363 to 
the Na tiona l Flood Insurance Act of 1968 
(Title xm of the Housing and Urban 
Development A~t of 1968 (Pub. L. 90- 
448), 42 U.S.C. 4001-4128, and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the commu¬ 
nity for a period of ninety (90) days has 
been provided. No appeals of the proposed 
base flood elevations were received from 
the community or from individuals with¬ 
in the community. 

The Administrator has developed cri¬ 
teria for flood plain management In 


Bouirr of flooding 
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flood-prone areas In accordance with 24 
CFR Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Source of Goodin* 

Location 

Elevation 
in feel, 
national 
geodetic 
vertical 
datum 

Minbait•(>> Kirn... 
Bayou I'lm*.. 

South county lino. 

** 

L\8. Highway 41 
<<io«ri»6trrnm ’id*). 

101 

Little Bayou 

IHme- 

VJS, Highway 61 

101 

(upstream aide). 



(National Flood Insurance Act of 1968 (Title 
XIII of Houalng and Urban Development Act 
of 1968). effective January 28. 1960 (33 FR 
17004, November 28. 1968). as amended; 42 
U.S.C. 4001-4128; and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27. 1969. as 
amended (39 FR 2787, January 24. 1974).) 

Issued; November 29.1977. 

Patricia Roberts Harris, 

Secretary, 

|FR Doc.77-35912 Filed 12-18-77;8:45 am| 


[ 4210 - 01 ] 

(Docket No. FI-33811 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Rood Elevation Determinations for 
the Town of Inverness, Sunflower Coun¬ 
ty, Miss. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Pinal rule. 

SUMMARY: Pinal base (100-year> flood 
elevations are listed below for selected 
locations in the Town of Inverness, Sun- 
floarer County. Miss. These base (190- 
year) flood elevations are the basis for 
the flood plain management measures 
that the community is required to either 
adopt or show evidence of being already 
in effect in order to qualify or remain 
qualified for participation tn th e Na - 
tional Flood Insurance Program (NFEP). 

EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the Town of Inverness. 
Miss. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of 
the flood-prone areas and the Anal ele¬ 
vations for the Town of Inverness, are 
available for review at Town Hall, East 
Grand Avenue, Inverness, Miss. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krlmm, Assistant Ad¬ 
ministrator, Office of Flood Insur¬ 
ance. 202-755-5581 or toll-free line 
800-424-8872, Room 5270, 451 8eventh 
Street, SW., Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 


gives notice of his final determinations 
of flood elevations for the Town of In¬ 
verness, Mississippi. 

This final rule is Issued in accordance 
with section 110 of the Flood DLsaslcr 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980, which added section 1363 
to the National Flood Insurance Act of 
1968 (Title Xm of the Housing and 
Urban Development Act of 1968 (Pub. L, 
90-448), 42 U.S.C. 4001-4128, and 24 
CFR Part 1917.4(a)). An opportunity 
for the community or individuals to 
appeal this determination to or through 
the community for a period of ninety 
<90> days has been provided. No appeals 
of the proposed base flood elevations 
were received from the community or 
from individuals within the community. 

The Administrator has developed 
criteria for flood plain management in 
flood-prone areas tn accordance with 24 
CFR Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Source of Go ><Hn* 

Location 

El* vat ton 
tn leet. 
national 
esodstlo 

VfftUal 

datum 

Tributary 3. 

Upstream corporate 
limits. 

115 


Downstream cor* 
parole limits. 

112 

Mound Bayou. 

Baird Pt. 

116 

Grand Aw.. 

US 

Tributary 2. 

Upstream corporate 
limits 

US 

Tributary L.. 

_Do. 

US 


(National Flood Insurance Act of 1968 (Title 
xm of Housing and Urban Development Act 
of 1968), effective January 28. 1960 ( 33 FR 
17804. November 28, 1968). as amended: 42 
US.C. 4001-4128. and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27, 1969. as 
amended (39 PR 2787, January 24, 1974).) 

Issued: November 29.1977. 

Patricia Roberts Harris. 

Secretary, 

|FR Doc.77-35913 Filed 12-16-77:8:45 ami 


[ 4210 - 01 ] 

(Docket No. FI-3292( 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Rood Elevation Determinations for 
The City of Platte City, Platte County, Mo. 

AOENCY: Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations in the City of Platte City. 
Platte County, Mo. 

These base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already in effect in order to 


qualify or remain qualified for partici¬ 
pation in the National Flood Insurance 
Program (NFIP). 

EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the City of Platte City. 

Mo. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of 
the flood-prone areas and the final 
elevations for the City of Platte City, are 
available for review at City Hall, Main 
Street, Platte City, Mo. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Ad¬ 
ministrator. Office of Flood Insurance, 
202-755-5581 or toll-free line 800-424- 
8872, room 5270. 451 Seventh Street 
8 W.. Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the City of Platte 
City. Mo. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980. which added section 1363 
to the National Flood Insurance Act of 
1968 (Title XIII of the Housing and 
Urban Development Act of 1968 (Pub. L. 
90-448). 42 U.S.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from 
individuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


Source of Goodin* 

Location 

Elevation 
to foot, 
national 
geodetic 
vertical 
datum * 

Plalta Rim. 

Highway M -VI 
(downstream side). 

7*2 


Highway M-V3 
(upstream side). 

7*5 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development 
Act of 1968>. effective January 28, 1909 ( 33 
FR 17804. November 28. 1968), as amended: 
42 US.C. 4001-4128; and Secretary's dele¬ 
gation of authority to Federal Insurance Ad¬ 
ministrator 34 FR 2680, February 27, 1969. 
as amended (39 FR 2787. January 24. 1974).) 

Issued: November 29.1977. 

Patricia Roberts Harris. 

Secretary, 

l FR Doc .77-35914 Filed 12-1 6-77;8 :45 am) 
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[ 4210-01 ] 

|Docket No, FI-3200] 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determination* for 
The Town of Ruleville, Sunflower County, 
Miss. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base (lOO-year) flood 
elevations are listed below for selected 
locations in the Town of Ruleville. 
Sunflower County. Miss. 

These base ■ 100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is re¬ 
quired to either adopt or show evidence 
of being already in effect in order to 
qualify or remain qualified for participa¬ 
tion in the National Flood Insurance 
Program <NIPP>. 

EFFECTIVE DATE: The date of issuance 
of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the Town of Ruleville, 
Miss. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final elevations 
for the Town of Ruleville. are available 
for review at Town HaU. 200 Floyce 
Street. Ruleville. Miss. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 
755-5581 or toll-free line 800-424-8872, 
room 5270. 451 Seventh Street SW.. 
Washington. D C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his Anal determinations of 
flood elevations for the Town of Rule- 
ville. Miss. 

This Anal rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93^234), 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title Xm of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448), 42 UB.C. 4001-4128. and 24 CFR 
Part 19174(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the commu¬ 
nity for a period of ninety (90) days has 
been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from Individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


RULES AND REGULATIONS 


Source of flooding 

Location 

Elevation 
in feet. 

null' All 

paM. 
vertical 
datum 

Dougherty Bayou.. 

Floytc8t.„.. 

134 

Tributary 1.—. 

Corporal* limits .. 

Las 

Tributary*.. 

Lynitft.--- 

m 


rutiamwl road- 

132 

Tributary 1_ 

Floyce Rt.. 

13ft 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1988). effective January 28. 1969 (33 PR 
17804. November 28. 1968). aa amended; 42 
U.8.C. 4001-4128. and Secretary's delegation 
of authority to Federal insurance Adminis¬ 
trator 34 PR 2680. February 27. 1969. aa 
amended (39 FR 2787. January 24. 1974) ) 

Issued: November 29. 1977. 

Patricia Roberts Harris. 

Secretary. 

I PR Doc 77-35915 Piled 13-16-77:8:45 am| 


[ 4210 - 01 ] 

| Docket No- FI-3293) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
The Township of Cinnaminson, Burling¬ 
ton County, N J. 

AOENC Y: F ederal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations in the Township of Cinnamin¬ 
son. Burlington County, N.J. 

These base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already in effect in order to 
qualify or remain qualified for participa¬ 
tion in the National Flood Insurance Pro¬ 
gram <NFIP). 

EFFECTIVE DATE: The date of issuance 
of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the Township of Cinna¬ 
minson. N.J. 

ADDRESS: Maps and other information 
allowing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the Township of Cinnaminson, 
are available for review at Township HaU. 
1621 Riverton Road, Cinnaminson. N.J. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Ad¬ 
ministrator. Office of Flood Insurance. 
202-755-5581 or toll-free line 800-424- 
8872, room 5270. 451 8eventh Street 
SW H Washington. D.C. 20410. 
SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations of 


flood elevations for the Township of Cin¬ 
naminson. NJ. 

This final rule Is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
< Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448), 42 U.S.C. 4001-4128. and 24 CFR 
Part 1917.4'a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 
24 CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 




Elevation 



In feot. 

Source of flooding 

Location 

i it k) 

jpflm 

vertical 

\ 


datum 

romper ton Creek 
ana west branch. 

Rlvrrtcn Rd.— 

•31 

Moores? own Rd. 


Parry Rd. 

3ft 


Devon Rd. 

•25 


Wayne Are__ 

Wiliovr Dr . 

•24 


23 


IT .8. Route 130... 

•1 ft 

East it id south¬ 
east branch of 

North Broad St....... 

to 

Piury-New Albany 

•34 

Fompeston 

Creek/ 



Jocks Run. 

School drtvesray....^. 

•28 

Highland Are_ 

54 


Thotuas Are. 

•77 


Cherry Lane. 

19 


Main 8t... 

1ft 

Pheasant Run. 

Waterford Dr .. 

'3ft 

Penruauken Creek 

New Jersey Route 

to 

and south 

7*. 


branch. 

DJ3. Route 130. 

10 

North tiroftfih of 

Fork Landing Rd..... 

10 

2 i .liLi'ii 

Creek. 




'Elevation downstream of bridge. 


(Nat ional Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968). effective January 28. 1969 ( 33 FR 
17804. November 28. 1968). an amended (42 
US.C. 4001-4128); and Secretary's delegation 
of authority to Federal Insurance Adminis¬ 
trator, 34 PR 2680. February 27. 1069, as 
amended (30 FR 2787. January 24. 1974).) 

Issued: November 29. 1977. 

Patricia Roberts Harris, 

Secretary. 

I PR Doc.77-85916 Filed 12-16-77.8:45 ami 
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| Docket No. FI-3386) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Rood Elevation Determinations for 
The Town of Rockwell, Rowan County, N.C. 

AGENC Y: F ederal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 
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SUMMARY: Final base (100-ycar) flood 
elevations are listed below for selected 
locations in the Town of Rockwell. Row¬ 
an County. N.C. 

These base (100-ycar) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community Is 
required to either adopt or show evidence 
of being already in effect in order to 
qualify or remain qualified for participa¬ 
tion in the National Flood Insurance 
Program (NFIP). 

EFFECTIVE DATE: The date of is¬ 
suance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the Town of Rockwell. 
N.C. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the Anal eleva¬ 
tions for the Town of Rockwell, are 
available for review at Town Hall. Rock¬ 
well. N.C. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 

202-755-5581 or toll-free line 800-424- 

8872. room 5270. 451 Seventh Street 

8 W., Washington. D C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the Town of Rock¬ 
well. N.C. 

This final rule is Issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub L. 93-234), 
87 8tat. 080, which added section 1363 
to the National Flood Insurance Act of 
1968 (Title XHI of the Housing and 
Urban Development Act of 1968 (Pub. L. 
90—448), 42 U.S.C. 4001-4128. and 24 
CFR Part 1917.4(a)). An opportunity 
for the community or individuals to ap¬ 
peal this determination to or through 
the community for a period of ninety 
(90) days has been provided. No ap¬ 
peals of the proposed base flood eleva¬ 
tions were received from the community 
or from individuals within the com¬ 
munity. 

The Administrator has developed 
criteria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


Source of flooding 

Location 

Elevation 

In fort. 
Bill iaal 
iwdkic 
vertical 
datum 

Ferlvf Branch. 

Side* Branch con¬ 
fluence 

720 


Broad 81*_ 

740 


.. do". 

743 


Market 81* .. 

745 


.... do"... 

780 

Dost Branch...... 

Lover 8too* Church 
Kd* 

710 


_do"_ 

724 


China Grove High¬ 

740 


way • 

_do"_ 

745 


•Downstream. 
" Upstream. 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development 
Act of 1968). effective January 28. 1999 (33 
FR 17804. November 28. 1968), as amended; 
42 US.C. 4001-4128; and Secretary's delega¬ 
tion of authority to Federal Insurance Ad¬ 
ministrator 34 FR 2680. February 27. 1969. 
as amended (30 FR 2787. January 24, 1974).) 

Issued: November 29,1977. 

Patricia Roberts Harris. 

Secretary . 

[FR Doc.77-35917 Filed 13-16-77;8:45 ami 


[ 4210-01 ] 

(Docket No. FI-33871 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determinations for 
The City of Warrenton, Clatsop County, 
Oreg. 

AGENCY: Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations are listed below for selected 
locations in the City of Warrenton. Clat¬ 
sop County. Oreg. 

These base (100-year) flood elevations 
are the basis for the flood plain manage¬ 
ment measures that the community is 
required to either adopt or show evidence 
of being already in effect In order to 
qualify or remain qualified for participa¬ 
tion in th e Na tional Flood Insurance 
Program (NFIP). 

EFFECTIVE DATE: The date of is¬ 
suance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the City of Warrenton. 
Oreg. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the City of Warrenton. arc 
available for review at City Hall. 147 
Southwest Main Street, Warrenton. 
Oreg. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator, Office of Flood Insurance, 202- 
755-5581 or toll-free line 800-424-8872, 
room 5270. 451 Seventh Street SW„ 
Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations of 
flood elevations for the City of Warren- 
ton. Oreg. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XHI of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448), 42 US.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or Individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 


has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from indi¬ 
viduals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Source of flooding 

Location 

Elevation 

In feet, 
national 
geodetic 
vertical 
datum 

Colombia River . 

Hank of Columbia 

9 


Rim. 



Harbor 8t.. 

9 

Levis and Clark 

Warren A* tori a 

7 

River. 

Highway. 



Clatoop County 

7 


Airport 


Skipanon Slough... 

Hart pot Si... . 

6 


Columbia Beach ltd.. 

6 

Skipanoa River- 

Oregon Coa*t High¬ 

8 


way 101 


Alder Crock _ 

Fort Steven* High¬ 

4 


way 



(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 28, 1969 (33 FR 
17804. November 28. 1968), at amended (42 
US C. 4001-4128): and Secretary’s delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680, February 27. 1969. as 
amended (39 FR 2787, January 24. 1074).) 

Issued: November 29. 1977. 

Patricia Roberts Harris, 

Secretary . 

|FR Doc.77-35918 Filed 12-16-77:8:45 am) 


[ 4210 - 01 ] 

| Docket No. FI-33941 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATION AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determination for the 
City of West Helena, Phillips County, Ark. 

AGENCY: Federal Insurance Adminis¬ 
tration, HUD. 

ACTION: Final rule. 

SUMMARY: Final base (100-year) flood 
elevations ore listed below for selected 
locations in the City of West Helena, 
Phillips County. Ark. These base (100- 
year) flood elevations are the basis for 
the flood plain management measures 
that the community is required to either 
adopt or show evidence of being already 
in effect in order to qualify or remain 
qualified for participation in the Na¬ 
tional Flood Insurance Program (NFIP). 

EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the City of West Helena, 
Phillips County, Ark. 

ADDRESSE8: Maps and other Informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the City of West Helena, Phil¬ 
lips County. Ark., are available for review 
at the City Clerk’s Office, Municipal 
Building, West Helena, Ark. 
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FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm. Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 

755-5581 or toll-free line 800-424-872. 

Room 5270. 451 Seventh Street 8 W.. 

Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the City of West 
Helena, Phillips County, Ark. 

This final rule is Issued In accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-2341, 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 
1968 (Title XIII of the Housing and 
Urban Development Act of 1968 iPub. L. 
90-448). 42 U. 8 .C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 
determination to or through the commu¬ 
nity for a period of ninety <90) days has 
been provided. No appeals of the pro¬ 
posed base flood elevations were received 
from the community or from individuals 
within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


EWvttioo 
in (Mt, 

Sourer of flooding LoaUkm nation*) 

|H I I 
venk'ftl 
datum 


Coney Creek. 


Coney Cmk 
lateral **A*\ 


Canny Creek 
katrroJ -1I-. 


Canny Creek 
Uirrnl M D*\ 


Crooked Creek. 


Crooked Creak 
lateral "A". 
Crooked Creek 
lateral M B*\ 
Crooked trwk 
lateral 


Corporate limit* 
riownttrrtuii of 
Little Rock Rd. 

Untlrotm of Oak* 
Innd Are. 

Nurtlkemmoat cor* 
torute Uuilli. 

of *iUth¬ 
em rorporale 
limits. 

Downstream of 
Amteraoo Are. 

Corporal0 limit*- 

t’jntrrara of Ashlar 

Corporate limit*.... 

UwitrHirii ot 
Kentucky ®l. 

Upstream of 
Audertou Are. 

Upstream of Noll 
fttti St. 

Downstream of 

North tnh St. 

Doatatream of 
Hill Rd. 

Corporate limit* 

_do....^«,. 

rpetrram of 
Sebo*<k»(i. 

Doamftrean of 
Plata Am. 


200 


2X2 

2fln 

231 

261 

210 

222 

<4 

240 

SU 

12# 

271 


•m 


2 » 

242 

sw 


(National Flood Insurance Act of 1068 (Title 
XIII of Hou&lug and Urban Development Act 
of 1968). effective January 28. 1989 (33 FR 
17804. November 28. 1968), as amended (42 
U-S.C. 4001-4128); and Secretary * delegation 
of authority to Federal Insurance Adminis¬ 
trator. 84 FR 2880. February 27, 1909. a* 
amended (39 FR 2787. January 24, 1974).) 


Issued: November?. 1977. 

Patricia Roberts Harris, 

Secretary . 

I PR Doc.77-35010 Filed 1 2-16-77:8:45 am) 


[ 4210 - 01 ] 

[Docket NO. FX-8183] 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU* 
DICIAL REVIEW 

Final Flood Elevation Determination for 
the City of Merriam, Johnson County, 
Kans. 

AGENC Y: F ederal Insurance Adminis¬ 
tration HUD. 

ACTION: Final rule. 

SUMMARY: Final base U 00-year) 
flood elevations are listed below for se¬ 
lected locations in the City of Merriam. 
Johnson County. Kans. These base (100- 
year) flood elevations are the basis for 
the flood plain management measures 
that the community is required to cither 
adopt or show evidence of being already 
in effect in order to qualify or remain 
qualified for participation In th e Na ¬ 
tional Flood Insurance Program (NFIP). 

EFFECTIVE DATE : The date of issuance 
of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the City of Merriam. John¬ 
son County. Kans. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood prone areas and the final elevations 
for the City of Merriam. arc available 
for review at City Hall. 9000 West 62nd 
Ter.. Merriam. Kans. 66202. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm, Assistant Admin¬ 
istrator. Office of Flood Insurance. 202- 
755-5581 or toll-free line 800-424-8872. 
Room 5270. 451 Seventh Street. SW., 
Washington. D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his Anal determinations of 
flood elevations for the City of Merriam, 
Johnson County, Kans. 

This final rule is Issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234). 
87 Stat. 980. which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448), 42 U.S.C. 4001-4128. and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or Individuals to appeal this 
determination to or through the com¬ 
munity for a period of ninety (90) days 
has been provided. No appeals of the 
proposed base flood elevations were re¬ 
ceived from the community or from in¬ 
dividuals within the community. 


The Administrator has developed cri¬ 
teria for flood plain management In flood 
prone areas in accordance with 24 CFR 
Part 1910. 

The Anal base (100-year) flood eleva¬ 
tions for selected locations are: 


Elevation 
1 a feet. 

Source n t flooding Location national 

geodetic 

wtlcmi 

datum 


Turkey Creek__ Antioch Rd Bridge... 886 

81. Lout* and San 896 

Krancuro Radioed 
Bridge. 

1,750 It upetnam of *9ft 

Si. Lnui* and Sea 
Francisco Railroad 
Bridge* 

Mr mam Leno Bridge. 410 

750 a Upitrrem ot 413 

Johnson Drive 
Bridge. 

1.600ft upstream of V16 

Johnson Drive 
Bridge. 

100 ft upstream of 4» 

r.iril direct Bridge. 

JJ&VOft downstream >*0 

of«7ih Street 

. Bridge. 

ISO ft downstream ot 943 

67th Street Bridge. 

50 ft upstream of 67th V4S 

Stwt Bridge. 

2,150 ft upstream of 446 

67th Alltel Bridge. 

1.000 ft downstream 060 

of 76th Street 
Bridge. 

1.000 ft downstream 066 

of 7&tb Street 
Bridge. 


(National Flood Insurance Act of 1968 (Title 
XIn of Housing and Urban Development Act 
of 1968). effective January 28. 1969 ( 33 FR 
17804. November 28. 1968): as amended; 42 
U SC. 4001-4128; and Secretary** delegation 
of authority to Federal Insurance Adminis¬ 
trator 34 FR 2680. February 27. 1909. ax 
amended (39 FR 2787. January 24. 1974).) 

Issued: November 7,1977. 

Patricia Roberts Harris, 
Secretary. 

[FR Doc.77-35920 Filed 12-16-77;8 45 am) 


[ 4210 - 01 ] 

(Docket No. FI-3184) 

PART 1917—APPEALS FROM FLOOD 
ELEVATION DETERMINATIONS AND JU¬ 
DICIAL REVIEW 

Final Flood Elevation Determination for the 
City of Mission, Johnson County, Kans. 

AGENCY. Federal Insurance Adminis¬ 
tration. HUD. 

ACTION: Final rule. 

SUMMARY: Final base ( 100 -year) flood 
elevations are listed below for selected 
locations in the City of Mission. Johnson 
County, Kans. These base ( 100 -year) 
flood elevations are the basis for the 
flood plain management measures that 
the community is required to either 
adopt or show evidence of being already 
in effect in order to qualify or remain 
qualified for participation in the Na¬ 
tional Flood Insurance Program (NFIP). 
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EFFECTIVE DATE: The date of issu¬ 
ance of the Flood Insurance Rate Map 
<FTRM). showing base <100-ycar> flood 
elevations, for the City of Mission. John¬ 
son County, Karts. 

ADDRESSES: Maps and other informa¬ 
tion showing the detailed outlines of the 
flood-prone areas and the final eleva¬ 
tions for the City of Mission, are avail¬ 
able for review at City Clerk's Office. 6090 
Woodson, Mission. Kans. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Mr. Richard Krimm, Assistant Admin¬ 
istrator, Office of Flood Insurance. 
202-755-5581 or toll-free line 800-424- 
8872, Room 5270, 451 Seventh Street. 
SW.. Washington, D.C. 20410. 

SUPPLEMENTARY INFORMATION: 
The Federal Insurance Administrator 
gives notice of his final determinations 
of flood elevations for the City of Mis¬ 
sion, Johnson County. Kans. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1973 (Pub. L. 93-234), 
87 Stat. 980, which added section 1363 to 
the National Flood Insurance Act of 1968 
(Title XIII of the Housing and Urban 
Development Act of 1968 (Pub. L. 90- 
448), 42 U.S.C. 4001-4128, and 24 CFR 
Part 1917.4(a)). An opportunity for the 
community or individuals to appeal this 


determination to or through the com¬ 
munity for a period of ninety <90> days 
has been provided. No appeals of the pro¬ 
posed base flood elevations were re¬ 
ceived from the community or from in¬ 
dividuals within the community. 

The Administrator has developed cri¬ 
teria for flood plain management in 
flood-prone areas in accordance with 24 
CFR Part 1910. 

The final base (100-year) flood eleva¬ 
tions for selected locations are: 


Source of flooding 

Local loo 

Elevation 
in feet, 
national 
geodetic 
vertical 
datum 

Rock Creek. 

Borland Dr. 



Rc*d» Kd. 


Turkey Creek. 

Lamar Ave - 



Mm coif Av*».. 



(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968). effective January 28, 1969 ( 33 FR 
17804, November 28. 1968). aa amended: 42 
U-8.C. 4001-4128: and Secretary's delegation 
of authority to Pedcral Insurance Adminis¬ 
trator 34 FR 2680, February 27, 1969. as 
amended (39 FR 2787, January 24. 1974).) 

Issued: November7, 1977. 

Patricia Roberts Harris. 

Secretary. 

|FR Doc.77-35921 Filed 12-16-77.8:45 amj 
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PROPOSED RULES 


[ 8010-01 ] 

SECURITIES AND EXCHANGE 
COMMISSION 

[17CFR Part 270] 

{Release No. IC-I0053; Pile No. 87-6751 

USE OF DEPOSITORY SYSTEMS BY 
REGISTERED MANAGEMENT COMPANIES 

Proposed Rule 

AGENCY: Securities and Exchange 
Commission. 

ACTION: Proposed rule. 

SUMMARY: This document solicits pub¬ 
lic comments on a revised, proposed rule 
under the Investment Company Act of 
1940 that would permit, under certain 
conditions, the portfolio securities of any 
registered management investment com¬ 
pany to be held in a depository system for 
the central handling of securities. The 
proposed rule is intended to permit, under 
conditions designed to protect investors, 
the use by a registered management com¬ 
pany of the Joint Federal Reserve-Treas¬ 
ury Deportment book-entry program for 
United States government and agency se¬ 
curities and any depository system oper¬ 
ated by a clearing agency registered 
under the Securities Exchange Act of 
1934. 

DATES: Comments must be received on 
or before January 18, 1978. Because this 
constitutes the second request for com¬ 
ments on the proposed rule. It is not ex¬ 
pected that the time for comment will be 
extended. 

ADDRESS: Interested persons should 
submit their views and comments in 
triplicate to George A. Fitzsimmons, Sec¬ 
retary’. Securities and Exchange Commis¬ 
sion. 500 North Capitol Street, Washing¬ 
ton. D C. 20549. All submissions will be 
made available for public Inspection at 
the Commission’s Public Reference Sec¬ 
tion, Room 6101, 1100 L Street. NW„ 
Washington, D.C. 20005, and should refer 
to File No. 87-675. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Stanley B. Judd. Esq., Division of In¬ 
vestment Management. Securities and 
Exchange Commission. 500 North Capi¬ 
tol St.. Washington. D C. 20549, 202- 
376-8056. 

SUPPLEMENTARY INFORMATION: 
On February 7. 1977, the Commission is¬ 
sued a notice. Investment Company Act 
Release No. 9633, published February 11. 
1977 in the Federal Register. 42 FR 
8666 . that it had under consideration the 
adoption of a new rule 17f-4 (17 CFR 
270.17f-4) under the Investment Com¬ 
pany Act of 1940 (15 US.C. 80a-1 et seq.) 
C"AcF>. The Commission has considered 
the public comments received in response 
to that notice and a subsequent notice ex¬ 
tending the comment period. Investment 
Company Act Release No. 9669, 42 FR 


14738. has made certain modifications of 
the rule, and now believes that it is ap¬ 
propriate to resollclt public comments on 
the rule. 

General Provisions or the Rule 

The rule currently proposed differs 
significantly from the rule previously 
proposed. However, participation in a 
depository system by a registered man¬ 
agement company ("Company**) would 
still be permitted either directly, or in¬ 
directly through a Company custodian 
or a Company custodian and an Inter¬ 
mediary. On direct participation, in a 
depository by a Company, the proposed 
rule would require an Instruction of an 
officer of the Company to authorize a 
transaction and further require the 
Company to have a system that Is de¬ 
signed to prevent and to limit instruc¬ 
tions that have not been duly authorized. 
Such system is also required to have been 
reviewed by the independent public ac¬ 
countant of the Company and approved 
by the Company's Board of Directors. 
The proposed rule would permit a Com¬ 
pany to participate in ordinary deposi¬ 
tory arrangements pursuant to which 
securities may be delivered and payment 
therefor made upon Instruction of the 
party making the delivery without any 
instruction from the party receiving the 
delivery unless the transaction is re¬ 
claimed by the party receiving the de¬ 
livery. 

The proposed rule would require ap¬ 
proval by the board of directors of a 
Company of the Company's participation 
in a depository system and the form of 
such participation. On direct participa¬ 
tion, the rule would also deal with the 
procedures to be followed upon the 
termination of such a relationship. With 
respect to direct or indirect use of a de¬ 
pository system, it would require that, 
upon a purchase of securities by a Com¬ 
pany. delivery be made against payment 
and that, upon a sale of securities by a 
Company, payment be made against de¬ 
livery. It would also require any arrange¬ 
ment in which a depository is used to 
provide that the depository. If a certifi¬ 
cated security in its possession or control 
is lost, destroyed .or stolen, will do what is 
appropriate and necessary to obtain re¬ 
placement, The rule would also require 
that, when a Company participates in a 
depository, any custodian or intermedi¬ 
ary 1 be obligated to deliver to the Com¬ 
pany any internal accounting control 
report on the depository received by 
either of them and that the custodian 
and any intermediary also be obligated 
to provide the Company with such in¬ 
ternal accounting control reports on the 
custodian or Intermediary as the Com¬ 
pany may reasonably require. 

The rule would further provide that 
the books and records of any custodian 
and any intermediary, to the extent that 
they relate to depository services ren¬ 
dered to the Company, be open to inspec¬ 
tion by the Commission. In addition, the 


rule would require that the Company's 
assets not be commingled in any account 
of a custodian or Intermediary that in¬ 
cludes assets held other than as a fidu¬ 
ciary. custodian, or otherwise for cus¬ 
tomers. Arrangements would also have to 
be made for the custodian to send the 
Company confirmation of any purchase 
or sale, as well as make the appropriate 
book-entry The rule would require that 
arrangements be made for the prompt 
transmission to the Company of proxy 
materials and other information. 

It also would be required that the 
custodian be liable to the Company, and 
any Intermediary be liable to the custo¬ 
dian, for any loss or damage resulting 
from use of the depository by reason of 
any negligence, misfeasance, or miscon¬ 
duct on the part, respectively, of the 
custodian or intermediary or any of their 
respective agents or employees or from a 
failure of the custodian or any interme¬ 
diary effectively to enforce such rights 
as it may have against an intermediary 
or depository. 

Permitted Depositories 

The rule permits the use of the joint 
Federal Reserve-Treasury Department 
book-entry program for United States 
government and agency securities (“Book 
Entry System") and any system for the 
central handling of securities operated by 
a person registered under the Securities 
Exchange Act of 1934 (15 U.S C. 78a ct 
seq.) with the Commission as a clearing 
agency in which securities of any par¬ 
ticular class or series of any issuer de¬ 
posited within the system may be treated 
as fungible and may be transferred, 
loaned, or pledged by bookkeeping entry 
without physical delivery of such securi¬ 
ties. 

The rule does not apply to the system 
provided at the Department of the Treas¬ 
ury for direct book entry recordation of 
the names of investors (not to be con¬ 
fused with the Book-Entry System men¬ 
tioned above), which system is designed 
primarily for, but not limited to. those 
owners of Treasury bills who plan to re¬ 
tain their Investments until maturity. 
Treasury bills maintained in this system 
may not be transferred from one ac¬ 
count at the Treasury to another by sale 
or for any reason other than one of law¬ 
ful succession, and there is no mecha¬ 
nism for the recording of pledges. While 
bills may be withdrawn prior to maturity 
upon the request of the investor, by 
means of a transfer to a book-entry ac¬ 
count in the name of the Treasury de¬ 
positor maintained at or through a mem¬ 
ber bank of the Federal Reserve System, 
the Treasury docs not handle payments 
in connection with such transfers. Thus, 
it appears to be a system in which an 
issuer, the Treasury, instead of Issuing 


1 A bank or member firm which acts as an 
agent for a custodian In connection with the 
use of a depository in which the bank or 
member Arm is a participant. 
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certificated securities, issues securities by 
entry on its books, much in the same way 
as a mutual fund may issue securities by 
entry on its books.* 

It appears, therefore, that the direct 
book-entry system maintained by the 
Treasury is not a depository system. Le¬ 
ft system in which securities may be 
transferred or pledged by bookkeeping 
entry without ohvsical delivery of such 
securities. 

MANNER or PARTICIPATION 

A Company would be able to partici¬ 
pate directly in a depository system, or 
Indirectly through a custodian which Is 
a participant in a depository system, or 
through a custodian which itself Ls in¬ 
directly participating in a depository 
system through an intermediary bank or 
intermediary’ member firm that is a par¬ 
ticipant in the depository’ system. One 
commentator argued that the rule should 
not prohibit more than one level of Inter¬ 
mediary participation between a custo¬ 
dian and a depository since there was no 
evidence that multiple intervenors would 
introduce additional levels of error, and 
that if there is a demand for such par¬ 
ticipation it should not be disregarded 
without a thorough examination of the 
problems which may result. No commen¬ 
tator Indicated that there is any demand 
for such participation. Furthermore, as 
applied to ordinary depository proce¬ 
dures in which securities may be deliv¬ 
ered and payment therefor made without 
instructions of the participant receiving 
the security, it seems that the use of 
multiple intervenors would present ob¬ 
vious difficulties. This Is because of the 
necessity for the participant In the de¬ 
pository to be able to reclaim/ within the 
time permitted by the depository, trans¬ 
actions which were not authorized by the 
person who has purportedly purchased 
the security. Thus, it would appear nec¬ 
essary either that such person be in¬ 
formed of the transaction through the 


* The proposed rule deals with participa¬ 
tion by Companies in depository systems, 
l.e , systems for the central handling of se¬ 
curities pursuant to which alt securities of 
any particular class or series of any Issuer 
deposited within the system are treated as 
fungible and may be transferred or pledged 
by bookkeeping entry without physical de¬ 
livery of such securities It does not deal with 
direct ownership by a Company of securities 
issued by book-entry. Direct participation 
In book-entry Issuance systems may raise 
special problems. Consideration of these 
problems at the present time may be pre¬ 
mature since no Company has indicated any 
interest In participating In such a system. 
Furthermore, the resolution of such prob¬ 
lems may take some time, during which 
Companies should be able to participate in 
depositories. Therefore, the rule Is limited 
to the use of depository systems. These sys¬ 
tems may themselves hold securities issued 
by book-entry. If there is sufficient interest, 
separate consideration will be given later to 
a Company’s direct ownership of securities 
issued by book-entry. 

•To return an item on the grounds of Ir¬ 
regularity In the delivery such as a delivery 
which the participant does not know. 


intervenors and be capable of confirming 
or denying, again through the inter¬ 
venors, in the limited time available, or 
that arrangements be made for the auto¬ 
matic reclamation of any transaction 
for which specific authorization has not 
been received. 

AUTHORIZATION OF TRANSACTIONS WHEN A 

COMPANY PARTICIPATES DIRECTLY IN A 

DEPOSITORY SYSTEM AND THE PROCEDURES 

TO BE POLLOWED UPON TERMINATION 07 

SUCH A RELATIONSHIP 

In connection with the direct partici¬ 
pation by a Company in a depository it is 
necessary, to protect the interests of in¬ 
vestors in the Company, that there be 
requirements with respect to the au¬ 
thorization of transactions and the pro¬ 
cedures to be followed upon termination 
of participation Just as there are such 
provisions in connection with a bank 
custodianship or a self custodianship in 
which the assets of a Company are held # 
in the safekeeping of a bank. 

It was previously proposed that pro¬ 
visions similar to those customarily con¬ 
tained in hank custody arrangements be 
required. Several commentators objected 
to this on the ground that such provi¬ 
sions. which typically require hard copy 
instructions which have been signed by 
two officers and state the nature of a 
transaction and arc accompanied by 
board resolutions in the case of a trans¬ 
action other than the most usual, are not 
suitable in cases where speed of execu¬ 
tion is essential or. generally, In connec¬ 
tion with a system designed to reduce 
documents and the necessity to deliver 
and inspect documents in connection 
with security transfers. Specific objection 
was received to the requirement of two 
signatures, or to mandating a procedure 
that would require depositories to deter¬ 
mine whether a particular transaction 
requires a certified copy of a resolution of 
a Company’s board of directors. Other 
commentators suggested that facsimile 
copies of signatures be permitted, that 
other means of authorizing transactions 
other than by signature be permitted, 
and that oral Instruction followed by 
confirmation be acceptable in certain cir¬ 
cumstances. It was also suggested that all 
that should be required is that adequate 
controls be established to prevent misuse 
of Instructions and that these controls 
be reviewed by independent auditors and 
other acceptable experts and approved 
by directors. 

In response to these comments, the 
currently proposed rule would < 1) define 
an officer's instruction as a request or 
direction in the name of a Company by 
an officer of the Company. <2> require a 
specific officer's instruction to authorize 
a transaction except that general stand¬ 
ing instructions would be permitted to 
authorize payment, from any cash re¬ 
ceived by a depository to or for the ac¬ 
count of a Company, to an account of 
the Company in the custodianship of a 
bank custodian or for payment of all de¬ 
pository fees and penalties or for all 
deliveries not reclaimed and <3) require. 


as a condition of a Company's direct 
participation in a deposiotry. that the 
Company have a system for the giving 
of officer's instructions that is designed to 
prevent and to limit any instructions that 
are not duly authorized. It is required 
that such a system shall provide for the 
form, content, and the means by which 
an officer's instruction is given, recorded 
and reviewed. It is al?o required that 
such a system shall have been approved 
by the Company’s board of directors after 
it has been examined and reported on by 
an independent accountant. 

The proposed rule also requires that on 
termination of direct participation in a 
depository by a Company, the depository 
is required to deliver the assets of the 
Company to a person who is entitled to 
have custody under the Act and the rules 
thereunder. The revised rule proposal 
makes clear that this obligation is subject 
to the depository's rules regarding con¬ 
tributions to a participant's fund of such 
depository. 

REQUIREMENTS WITH RESPECT TO 
DELIVERY 

At the present time It is customary for 
transactions of a Company to be made on 
the basis of payment on delivery when a 
security Is purchased by the Company, 
and delivery on payment when a secu¬ 
rity is sold by the Company. This prac¬ 
tice has served to protect Companies 
against losses which may result tvhen one 
party to a purchase or sale performs his 
part of the bargain and the other party 
does not. It seems advisable that this 
practice be continued when a depository’ 
is used since the protection provided 
Companies by the practice would still be 
necessary. Furthermore, the advances 
which the Securities Investor Protection 
Corporation may make to a trustee of a 
broker for the protection of customers 
of a broker are limited in the aggregate 
to $50,000 per customer of which a maxi¬ 
mum of $20,000 would be available for 
claims for cash and. thus, may be in¬ 
adequate to protect a Company which, 
because of the size and number of its 
transactions, may be exposed to larger 
losses. 

The rule provides, therefore, that a 
Company may participate directly or In¬ 
directly In a depository only under an 
arrangement pursuant to which, upon 
the sale of a security, the depository may 
effect delivery of the security only upon 
payment for the security or the deposi¬ 
tory's guarantee of payment, and a par¬ 
ticipant's account in the depository may 
be debited for payment for a security 
only upon delivery of the securities to the 
account or the depository’s guarantee 
of delivery. The rule does not deal with 
the manner in which the amount of the 
payment to be received or paid is deter¬ 
mined. This is covered by the depository's 
rules. The rule does not require a Com¬ 
pany to enter into a direct agreement 
with a depository. 

Upon sales of the portfolio securities 
of a Company participating In a deposi¬ 
tory system, the rule generally would re¬ 
quire value deliveries, i.e., free deliveries 
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would, generally, not be permitted. This 
would apply to free deliveries within the 
system, i.c.. book entry deliveries with 
no corresponding payment entries, nnd 
to free deliveries outside the system, io^ 
deliveries of certificated securities with¬ 
out corresponding payments. The rule 
would also restrict participation by a 
Company to those depositories whose 
procedures meet the standard of the rule. 

The previously proposed rule contained 
a provision intended to deal with the 
possibility that in certain circumstances 
questions might exist as to whether the 
entries made with respect to a transac¬ 
tion were sufficient to constitute delivery 
under section 8-313 of the Uniform Com¬ 
mercial Code ("UCC”). For example, in 
connection with a transaction which 
would not appear on the books of a de¬ 
pository. such as a transaction between 
a Company and another customer of its 
custodian or intermediary, appropriate 
entry on the books of the custodian or in¬ 
termediary might not be sufficient to con¬ 
stitute delivery under the UCC. The rem¬ 
edy proposed was to require, as a con¬ 
dition of a Company participation in 
such a transaction, that the parties agree 
that in such a case appropriate entry on 
the books of the custodian or Intermedi¬ 
ary would constitute delivery. 

A few commentators stated that the 
rule would require a change in custodial 
agreements for all customers and that 
a custodian's other customers might not 
wish to enter into such an agreement. 
This might limit the persons with whom 
a Company could deal. One commentator 
questioned the validity of such an agree¬ 
ment. and another suggested that present 
provisions of the UCC are adequate to 
deal with the matter. 

The Permanent Editorial Board for the 
Uniform Commercial Code recently rec¬ 
ommended changes in the UCC to deal 
with uncertificated securities and the use 
of depositories. 1 Under the proposed 
changes, a transfer of a security In a de¬ 
pository would occur when the custodian 
confirms the transaction to the purchaser 
and makes an appropriate book-entry.* * 


* Permanent Editorial Board for the Uni¬ 
form Commercial Code. Proposed Revision of 
Article 8 and Related Changes in Other Ar¬ 
ticle* Recommended by the Permanent Edi¬ 
torial Board for the Uniform Commercial 
Code (April U 1077). 

* Insofar as It Is relevant to the foregoing 
problem, subsection 8-313(1)(d) of the Code 
as prepotted would state that transfer of a 
security to a purchaser occurs only when a 
financial intermediary, not a clearing cor¬ 
poration. sends him confirmation of the pur¬ 
chase and also by book entry or otherwise 
identifies a* belonging to the purchaser 

e • m • • 

(1!) a quantity of securities which consu¬ 
me or are part of a fungible bulk of certifi¬ 
cated securities In the financial Intermedi¬ 
ary’s possession or of unc»rtlflcated securities 
registered in the name of the financial inter¬ 
mediary: or 

fill) a ouantitv of sect nit which con¬ 

stitute or are part of a fungible bulk of se- 


It is stated by the Reporter that these 
changes are considered desirable express 
statements in the light of modern secu¬ 
rity holding practices of both brokers 
and banks and that the final sentence 
of present subsection <2> of UCC section 
8-313 Implies this result without stating 
it expressly." 

The Reporter also explains that the 
reason for requiring confirmation to a 
purchaser and book entry in these pro¬ 
visions is that financial intermediaries, 
other than clearing corporations, may 
themselves be the beneficial owners or 
pledgees of securities not held in account 
for their customers Therefore, in the 
event of insolvency of either the finan¬ 
cial intermediary or the customer, it ap¬ 
pears desirable to have some objective 
evidence of a transfer in addition to an 
internal book entry/ 

Accordingly, the proposed rule would 
require that when a Company indirectly 
participates in a depository through a 
Company custodian it does so under an 
agreement which requires the custodian 
to sent the Company confirmation of 
any purchase or sale as well as make the 
appropriate book entry. It Is contem¬ 
plated that confirmation will be sent im¬ 
mediately upon a transaction and the 
making of the appropriate book entry. 

Prohibition Against Commingling As¬ 
sets or a Company With Assets or 

Custodian or Intermediary 

The proposed rule would require that 
the assets of a Company which Indirect¬ 
ly participates In a depository through 
a custodian or intermediary not be in¬ 
cluded in any account that includes as¬ 
sets of the custodian or assets of the in¬ 
termediary held by them other than as 
a fiduciary or custodian or otherwise for 
customers. The rule would not require a 
separate or sub-account for each 
registered management company or for 
registered management companies, al¬ 
though such an arrangement could be 
optional. The purpose of the provision is 
to prevent the assets of registered man¬ 
agement companies from being reached 
or Interfered with by creditors of custo¬ 
dians or intermediaries. 

Whether the account which is limited 
to interests held for customers is desig¬ 
nated a separate account or a sub-ac¬ 
count would seem unimportant so long 
as the record indicates that the custo¬ 
dian or Intermediary has no Interest in 
the account other than that It holds for 
customers.' 


curl ties shown cm the account of the financial 
intermediary on the books of another finan¬ 
cial Intermediary • • *. 

A “financial intermediary" la defined as 
•'a bank, broker, clearing corporation or other 
person (or the nominee of any of them) 
which in the ordinary course of business 
maintains security accounts for its customers 
and Ia acting In that capacity.'* 

•Proponed Article 8 Revisions, supra note 
1. at 48-40. 

* id. at 40. 

•See footnote 13 Infra. 


depository obligations in the event a 

certificated security is lost, appar¬ 
ently destroyed, or wron g fully 

TAKEN 

The proposed rule would require that 
under any arrangement pursuant to 
which a Company participates in a de¬ 
pository. the depository be obligated to 
take all appropriate and necessary steps 
to obtain replacement if a certificated 
security in the possession or control of 
the depository has been lost, apparently 
destroyed, or wrongfully taken. The rule 
does not apply to uncertiflcated securities 
such as those In the Book-Entry System. 

For example, in the event that a de¬ 
posited certificated security is lost, ap¬ 
parently destroyed, or wrongfully taken, 
and the issuer is subject to the UCC. the 
requirements of the rule would be met if 
the depository is obllga'ted to satisfy the 
duties of owners under section 8-405 of 
the USS * Since it would be the deposi¬ 
tory which would have the responsibility 
for the safety of securities deposited with 
it and knowledge of the important facts, 
it should be responsible for discharging 
those duties. 

Since the UCC may not be applicable 
to some issuers w r hose securities are In a 
depository, the rule requires, in any ar¬ 
rangement in which a Company partici¬ 
pates in a depository, that the depository 
be required to do whatever Is appropriate 
or necessary to obtain replacement if a 
certificated security deposited with it is 
lost, apparently destroyed, or wTongfully 
taken. 

TRANSMISSION Or PROXY MATERIALS AND 
OTHER INFORMATION 

The proposed rule requires any ar¬ 
rangement pursuant to which a Com¬ 
pany participates in a depository, to pro¬ 
vide a mechanism for the prompt trans¬ 
mission of proxy materials and other in¬ 
formation to the Company, either di¬ 
rectly from the issuer or through the de¬ 
pository and any custodian or interme¬ 
diary. In sufficient time and form so that 
the Company is able to vote Us securities 
either directly or through authorization 


* Under section 8-406 of the UCC. when u 
certificated security has been lost, apparently 
destroyed, or wrongfully taken and the owner 
falls to notify the Issuer of that fact within 
a reasonable time after he has notice of It 
and the Issuer registers a transfer of the 
security before receiving such a notification, 
the owner la precluded from asserting against 
the Issuer any claim for registering the trans¬ 
fer or any claim to a new security. Moreover, 
under that section the issuer Is obligated to 
Usuo a new security only If the owner (1) so 
requests before the issuer has notice that the 
security has been acquired by a bona fide 
PHTcha&er, (3) files with the Issuer a suffi¬ 
cient indemnity bond, and (3) satisfies any 
other reasonable requirements Imposed by 
the Issuer. As stated In the explanation to the 
proposed revision of section 8-405 of the 
UCC. which would explicitly limit the pro¬ 
visions of that section U> certificated securi¬ 
ties, only certificated securities can be lost 
destroyed, or stolen. Id . at 76 
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provided bv an officer’s instruction. The 
effect of the rule would be to require, 
when a Companv participates indirectly 
in a depository through a bank custodian, 
or a bank custodian and an intermediary 
bank, that the custodian and the inter¬ 
mediary bank have obligations with re¬ 
spect to the transmission of proxy ma¬ 
terials an dothcr information that are 
similar to the obligations of brokers un¬ 
der the Securities Exchange Act of 1934 
and Rule 14b-l (17 CFR 240.14b-l> 
thereunder. 10 

ADEQUACY OF RECORDS 

In a depository system, beneficial 
ownership of securities is evidenced by 
records and documents, not by possession 
of certificates. To be in a position to 
prove this interest, ordinary prudence 
would npnear to require an owner to pre¬ 
pare and maintain records and docu¬ 
ments sufficient in the ordinary course 
of business to evidence its holdings 
accurately and currently. The provisions 
of 8ection 31 of the Act (15 U 8.C. 80a- 
30) and the rules thereunder already 
would require a Company participating 
In a depository to prepare and maintain 
such material. However, since the records 
and documents maintained by a custo¬ 
dian. or a custodian and intermediary, 
through whom a Company is partici¬ 
pating in a depository mav also play a 
crucial part In the Company’s claim of 
proof, it Is necessary that the custodian 
and any intermediary be responsible for 
preparing and maintaining such records 
as would be necessary for the Company 
to prove its claims. 

This is one reason It is proposed that 
approval by a Company’s board of direc¬ 
tors be required not only of a Company’s 
participation in a depository, but also of 
the manner of its participation, U, di¬ 
rectly, or indirectly through a custodian 
or through a custodian and an Inter¬ 
mediary. and why it would also be re¬ 
quired that In making such determina¬ 
tions the board of directors consider (1) 
the terms of an arrangement. (2) the 
expected ability of the parties to perform 
their respective responsibilities. (3) the 
risk factors, and (4) such further infor¬ 
mation as mav be necessary or appropri¬ 
ate to evaluate the terms of an arrange¬ 
ment. 

The board of directors could, and prob¬ 
ably should, seek the advice of account¬ 
ants and lawyers with respect to these 
matters. 

VERIFYING HOLDINGS 

When a Company's holdings are repre¬ 
sented by certificates which are ear¬ 
marked and segregated by its custodian, 
it ts a relatively simple matter to verify 
the holdings by counting the certificates. 
Tills is not possible when a depository is 
used. Moreover, simple confirmation by 
a custodian that its records Indicate that 
the Company owns the shares It claims 
to own would not be sufficient to verify 


8e« Securities Exchange Act of 1934 Re¬ 
lease So. 13719 (July 6. 1977), 43 FR 3S953 
(July 13, 1977). 
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ownership unless it can be reasonably 
assumed that the custodian’s records 
accurately state the positions of its cus¬ 
tomers and agree with the depository 
records of the custodian’s account and 
that the depository records accurately 
state the positions of its participants and 
agree with the securities it has on 
deposit. While frequent periodic corrobo¬ 
ration of the records maintained by a 
Company with the records of Its custo¬ 
dian is a minimum requirement of good 
practice, adequate verification of the 
Company’s holdings would require that 
there be a reasonable basis for assuming 
that the confirmation is reliable. Internal 
accounting control reports may provide 
reasonable assurance that the accounting 
systems of the depository and of any cus¬ 
todian or intermediary are maintained 
properly, kept current, and are function¬ 
ing without material inadequacy and. 
thus, provide a reasonable basis for rely¬ 
ing on a confirmation by a custodian of 
a Company’s position. 

The previously proposed rule required 
that, under any arrangement in which a 
Company parti ipates in a depository, 
the company be provided with an inter¬ 
nal accounting control report on the de¬ 
pository (other than the Book-Entry sys¬ 
tem) . custodian, or intermediary not less 
frequently than once a year. 

In its statement on Proposed Registra¬ 
tion Standards (Release No. 34-13584) 
the Commission indicated that it was in¬ 
clined to require that semi-annually a 
clearing agency obtain an examination 
report prepared by an independent pub¬ 
lic accountant on the clearing agency’s 
system of internal accounting control 
and that because clearing agenry par¬ 
ticipants have a significant Interest in 
the adequacy of the system of internal 
accounting control which protects their 
securities and funds, the Commission was 
inclined to require that the examination 
reports be furnished to oil participants 
promptly after the reports become avail¬ 
able to the clearing agency. 

The currently proposed rule would re¬ 
quire that any such report provided by 
a depository to a custodian or intermedi¬ 
ary be provided by the custodian or in¬ 
termediary to a Company whose se:uri- 
ties are in the depository. 

The currently proposed rule would also 
require in an arrangement pursuant to 
which a Company utilizes a depository 
through a custodian or a custodian and 
an Intermediary that the custodian and 
any -in termed la ry be obligated to provide 
the Company with such reports on their 
respective internal accounting control 
systems as the Company may reasonably 
request. 

Some commentators thought that the 
previous proposed requirement that such 
reports be obtained at least once a year 
was vague as to time (presumably as 
to when a report was due and as to what 
period the report was to cover). another 
thought that reports should be required 
semi-annually, and some thought the re¬ 
ports would not be timely. The currently 
proposed rule is intended to enable each 
Company to get the reports it reason¬ 
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ably needs to verify its holdings when 
It needs them. 

RIGHTS OF INSPECTION 

The previously proposed rule provided 
for inspection by the par tic 1 pa ting Com¬ 
pany and the Commission of the books 
and records of the depository (other 
than the Book Entry System), any cus¬ 
todian. and any intermediary to the ex¬ 
tent they relate to depository servizes 
provided the Company. 

It was pointed out by some commen¬ 
tators that the Commission already has 
powers of Inspection of depositories 
(other than the Book Entry System) 
under the Securities Exchange Act of 
1934. Other commentators did not be¬ 
lieve that it should be required that the 
participating Company have the right 
to inspect the books of custodians, in¬ 
termediaries, and depositories since (1) 
such rights of inspection, if exercised, 
might impose an unreasonable burden on 
the parties involved. (2) such inspec¬ 
tions, unless very limited in whch case 
they would not be likely to have much 
value), would involve the acrounts of 
other persons, (3> those entitles to which 
participating Companies were only indi¬ 
rectly related probablv would not permit 
persons with whom they had no direct 
dealings to Inspect their books, and (4> 
when necessary, inspections could be re¬ 
quired by legal process. 

Since the Commission already is em¬ 
powered to inspect depositories (other 
than the Book Entry System) and reg¬ 
istered management companies, the pro¬ 
posed rule would require only that par¬ 
ticipation by a Company in a depository 
be under circumstances in which the 
books and records of any custodian or 
Intermediary, to the extent they relate 
to depository services rendered a Com¬ 
pany are open to inspection by the Com¬ 
mission. In the case of a member firm 
custodian or intermediary, the rule would 
be satisfied by reason of the Commis¬ 
sion’s powers of inspection under the 
Securities Exchange Act of 1934. 

LIABILITY FOR LOSS 

It was previously proposed that on di¬ 
rect participation the depository should 
be liable to a participating Company for 
any loss due to use of the depository 
system arising through (I) negligence, 
misfeasance, or misconduct on the part 
of the depository or any of its agents or 
employees, (2) liens placed by creditors 
of the depository or creditors of other 
participants or their customers, (3) deli¬ 
very of a security without receipt of pay¬ 
ment for it, or the making of payment 
for a security without its delivery, or (4) 
any other cause for which the depository 
has assumed resi>onsibill ty 

Subsequent to this proposal, the Com¬ 
mission announced consideration of pro¬ 
posed standards that should be followed 
by depositories with respect to their ob¬ 
ligations to participants. 11 For this rea¬ 
son. the proposed rule does not deal with 
the general obligations of a depository to 
a participant which is a registered man¬ 
agement Investment company. Moreover. 
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with respect to the reaching: of debtor 
assets by creditors, recent statements on 
the UCC indicate that the liability pro¬ 
vided for with respect to liens mav be 
unnecessary “ The liability provided for 
with respect to failures of delivery or 
payment also seem redundant given the 
other requirements of the proposed rule 
with respect to this matter. Similarly, the 
requirement in the previously proposed 
rule that the depository be liable for 
losses arising from a cause for which 
the depository has assumed responsibility 
also seems to be unnecessary. 

However, the presence of a custodian, 
or of a custodian and an intermediary, 
between the Company and the depository 
1s a factor which does raise several ques¬ 
tions requiring special consideration in¬ 
cluding: The capacity of the Company 
to sue the depository or an intermediary 
in the absence of privity of contract; 
which person or persons in the chain of 
custody would have the burden of ex¬ 
plaining how a loss occurred; and what 
the liability of the custodian and inter¬ 
mediary should be. It also brings into 
consideration use of the Book Entry Sys¬ 
tem. in which only indirect participation 
through a member bank is possible at the 
present time. 

To deal with these questions, it was 
previously proposed that the custodian 
be liable to a Company for losses result¬ 
ing from the use of a depository arising 
by reason of the negligence, misfeasance, 
or misconduct on the part of the custo¬ 
dian. any intermediary, or the deposi¬ 
tory. or any of their respective agents or 
employees, as well as for losses resulting 
from certain liens, failure of delivery or 
payment, or other causes for which the 
custodian had assumed responsibility. It 
was further required that to the extent 
a Company has not been made whole by 
its custodian for any loss caused by use 
of the depository, the Company be en¬ 
titled to be subrogated for the custodian 
and any intermediary in any claim they 
may have against an intermediary or de¬ 
pository. 


11 Securities Exchange Act Release No. 135&4 
(June U 1977), 42 FR 30065 (June 10. 1977). 

upro-'o^ed subsection (4) of UCC section 
8-317 provides that the interest of a debtor 
In a certificated security which In In the pos¬ 
session of. or registered In the name of. a 
financial Intermediary, or In an uncerttfi- 
cated security registered in the name of a 
financial Intermediary, may be reached by a 
creditor by legal process upon the financial 
intermediary on the books of which the in¬ 
terest of the debtor appears. In explaining 
the proposed changes in section 8-317, the 
Reporter for Article 8 stated that the pres¬ 
ent rule, which provides that a creditor's lien 
upon a certificated security U not valid untU 
actual seizure U entirely appropriate when 
the security Is within the debtor's control, 
but when the debtor does not have such con¬ 
trol. the rule has no function. Proposed Arti¬ 
cle 8 Revisions, supra note i. at 66, If this Is 
the case, then creditors of participants in 
depositor les could not eel ace deposited securi¬ 
ties with possible consequences to other par¬ 
ticipants. and enforcement of the rlghu of 
a creditor of a participant would not affect 
the other participant. 


Many commentators objected to this 
proposal. One commentator suggested 
that the Commission should not set a 
standard of liability. The Commission 
believes, however, that it is necessary 
that the standard of liability in any par¬ 
ticular custodial relationship not be one 
which is subject only to the relative bar¬ 
gaining power and sophistication of the 
parties since it is conceivable that in such 
circumstances liability might be re¬ 
quired. for example, only for gross negli¬ 
gence. Such a standard of liability would 
not adequately protect investors, and the 
participation by a Company in a deposi¬ 
tory system is expres<ly made subject by 
section 17(f) of the Act (15 U S.C. 80a- 
17(f)) to such rules and regulations as 
the Commission may prescribe for the 
protection of investors. 

Another commentator stated that If 
any rule is valid it should be applicable 
to all users. As previously stated, the 
Commission is considering what the obli¬ 
gations of depositories (other than the 
Book Entry System) should be to parti¬ 
cipants in general. For this reason no 
special consideration is being given in 
the context of this rule to what their 
obligations should be to registered man¬ 
agement companies in particular. How¬ 
ever. the Commission, as stated above, 
does have responsibilities, with respect 
to the use of depository systems by Com¬ 
panies. that it does not have with respect 
to other users. Therefore, to the extent 
that the indirect participation of a Com¬ 
pany in a depository through a custodian, 
or a custodian and an intermediary, 
raises questions concerning the protec¬ 
tion of investors in the Company, there 
are grounds for a special rule which 
would deal with this subject. 

A few commentators were doubtful 
whether custodians would serve if they 
were required to assume the liabilities 
proposed, and some commentators ques¬ 
tioned whether bank custodians could 
assume such liabilities. Another com¬ 
mentator suggested that if such liabili¬ 
ties were required, they should only be 
required In a situation in which the 
custodian would have an enforceable 
claim against the persons with whom 
the custodian deposits securities. 

It was suggested by some commenta¬ 
tors that a custodian should be liable for 
its own negligence, etc., that the persons 
with w hom it deposits the securities, such 
as an intermediary or depository, should 
be similarly liable to the persons they 
serve, and that each contract should pro¬ 
vide for subrogation. 

In response to these comments and 
others, it is currently proposed that it be 
required, when a Company is an Indirect 
participant in a depository through a 
custodian, or a custodian and an inter¬ 
mediary. that the custodian be liable to 
the Company, and any intermediary be 
liable to the custodian, for any loss or 
damage resulting from the use or the 
depository arising by reason of any neg¬ 
ligence. misfeasance, or misconduct on 
the part, respectively, of the custodian or 
intermediary, or any of their respective 
employees or agents, or from a failure of 


the custodian or intermediary to enforce 
effectively such rights as it may have 
against an Intermediary or depository. 

To the extent that a Federal Reserve 
Bank functions in the Book Entry Sys¬ 
tem in its individual capacity as agent 
for its member banks, and not as fiscal 
agent for the Treasury, the rule would 
require a member bank which acts as 
custodian or intermediary with respect 
to securities in the Book Entry System 
owned by a Company to be responsible 
for any loss or damage resulting from the 
use of the System arising by reason of 
any negligence, etc. of the Federal Re¬ 
serve Bank. u Such liability of a principal, 
including a bank principal, for acts of 
its agents, including other banks, w'ould 
not appear to be unusual or prohibited. 

For reasons similar to those previously 
mentioned in the discussion of liability 
in connection with direct participation, 
the previously proposed provisions es¬ 
tablishing liability in the event of losses 
resulting from the Placement of certain 
liens, failure of delivery or pavment, or 
losses from causes for which the custo¬ 
dian has assumed responsibility by con¬ 
tract also seem unnecessary In connec¬ 
tion with indirect participation. 

Commission Action 

It is proposed that Part 270 of Chapter 
n of Title 17 of the Code of Federal 
Regulations be amended by adding a new 
8 270.17f-4. as follows; 

§ 270.17f—4 IW of drpo*itorr ftyMem* 
by regUtrml rnnnajcrnicnt compa¬ 
nies. 

(a) Definitions. As used In this section: 

(1) "Book Entry System” means a sys¬ 
tem for the central handling of securities 
operated by a Federal Reserve bank as 
part of the Joint Federal Reserve-Treas¬ 
ury Department book-entry program for 
United States government and agency 
securities in which all securities of any 
class or series deposited within the sys¬ 
tem arc treated as fungible and may be 


M Uniform Federal Reserve Bank operating 
circulars and letters regarding Book Entry 
System securities provide, In part, as follows: 

Any bank or person for whose account 
book-entry securities ore maintained by thU 
Bank, either directly or through others, shall 
be deemed to have agreed that we (a) will be 
responsible only for the exercise of the same 
diligence with which we cars for our own 
property and (b) will not be liable for any 
loss of securities when a loss is due to any 
cause other than lack of such diligence. 

Spokesmen for the Federal Reserve Banks 
contend that a Reserve Bank's potential lia¬ 
bility for loss of securities held In book entry 
form runs only to It* depositors, 1* . member 
banks depositing their own or their cus¬ 
tomers' securities, and la limited to losses 
arising out of the Federal Reserve Bank's lack 
or due diligence In caring for the securities. 
These statements of tbe duties owed by Fed¬ 
eral Reserve Banks to their member banka in 
connection with their participation In the 
Book Entry System seem to be statements 
about the duties or an agent to its principals, 
and. therefore, a matter between them which 
does not affect the duties of the principals, 
l.e., the member banks, to their customers. 
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transferred, loaned, or pledged by book¬ 
keeping entry without physical delivery 
Of such securities. 

(3) "Depository” means the Book 
Entry System, and any system for the 
central handling of securities operated by 
a person registered under the Securities 
Exchange Act of 1934 with the Commis¬ 
sion as a clearing agency In which secu¬ 
rities of any particular class or series of 
any Issuer deposited within the system 
may be treated as fungible and may be 
transferred, loaned, or pledged by book¬ 
keeping entry without physical delivery 
of such securities. 

(3) "Company" means a management 
Investment company registered under 
the Act. 

(4) "Officer's instruction" means a re¬ 
quest or direction In the name of a com¬ 
pany by any one or more of <1> the 
Chairman of the Executive Committee, 
(ii) the President, (ill) a Vice President, 
<tv> the Secretary. <v) the Treasurer of 
the company, or (vl> any other person 
duly and specifically authorized by the 
company’s Board of Directors or Execu¬ 
tive Committee to give such request or 
direction. 

(5) "Bank custodian" means a bank 
acting as custodian for a company In 
compliance with section 17(f) of the Act 
and the rules thereunder. 

(6) "Member firm custodian" means a 
company which is a member of a na¬ 
tional securities exchange and which is 
acting as custodian for a company in 
compliance with section 17(f) of the Act 
and the rules thereunder. 

(7) "Custodian" means a bank cus¬ 
todian or member firm custodian. 

(8) "Intermediary bank" means a bank 
which is (1) a person qualified to serve as 
a custodian to a company under section 
17(f) of the Act and the rules thereunder, 
and (U> acts as an agent for a custodian 
in connection with the use of a depos¬ 
itory In which the bank is a participant. 

(9) "Intermediary member firm" 
means a company which (i) is a member 
of a national securities exchange quali¬ 
fied to serve as a custodian to a company 
under section 17(f) of the Act and the 
rules thereunder, and (ii) acts as an 
agent for a custodian in connection with 
the use of a depository in which the 
member firm is a participant. 

(10) "Intermediary" means an Inter¬ 
mediary bank or intermediary member 
firm. 

(b) A company may use a depository 
in connection with a custodianship of the 
company’s assets only if: 

(1) (i> The company directly partici¬ 
pates in the depository, or (ii> the com¬ 
pany indirectly participates In the de¬ 
pository through a custodian which (A) 
directly participates in the depository 
or (B) indirectly participates In the de¬ 
pository through an intermediary. 

(2) When a company directly partici¬ 
pates in a depository: (i) The company 
has a system for the giving of officer's 
Instructions that is designed to prevent 
and to limit any instructions that are 
not duly authorized. Such system shall 
provide for the form, content, and the 
means by which an officer's instruction is 
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given, recorded and reviewed. Such sys¬ 
tem itself shall have been approved by 
the Board of Directors of the company 
after having been examined and reported 
on by an Independent public accountant. 

Oil The depository may pursuant to 
an officer’s Instruction requesting that a 
specific payment be made, or giving gen¬ 
eral standing instructions relating to fu¬ 
ture payments, make payment, from any 
cash received by it to or for the account 
of the company, to an account of the 
company in the custodianship of a bank 
custodian or for payment of all depos¬ 
itory fees and penalties or for all deliv¬ 
eries not reclaimed. The depository shall 
make other payments from any such 
cash only upon receipt of specific officer’s 
instructions. 

rm > The depository may transfer, ex¬ 
change. or deliver any securities of the 
company held by the depository only 
upon receipt of an officer’s instruction 
authorizing the transfer, exchange, or 
delivery. 

(lv) Upon termination of the com¬ 
pany's participation In the depository, 
the depository Ls required to deliver, sub¬ 
ject to the depository’s rules regarding a 
participant’s fund contributions, cash, 
securities, and all other property of the 
company to (A) a successor depository 
named by the company, (B) a custodian 
named by the company, or (C) a bank 
named by the company to act as the 
safekeeper of assets of the company, and 
pending appointment by the company of 
a successor depository, custodian, or bank 
safekeeper, to a bonk of the deposi¬ 
tory’s own selection having the Qualifica¬ 
tions prescribed in section 26(a)(1) of 
the Act as custodian for the company, to 
be held under terms usual and customary 
to a bank custodian-ship of the assets of 
a company. 

(3) When a company indirectly par¬ 
ticipates In a depository through a cus¬ 
todian. it does so under an agreement 
which provides that the custodian will 
send the company confirmation of any 
purchase or sale of securities and by book 
entry or otherwise identify as belonging 
to the company a quantity of securities 
which constitute or are part of a fungible 
bulk of securities either registered in the 
name of the custodian or its nominee or 
shown on the account of the custodian 
on the books of an intermediary or 
depository. 

(4) The company participates, directly 
or indirectly. In the depository under an 
arranagement pursuant to which: 

<i> With respect to a sale of a security 
by the company, the depository may 
effect delivery of the security, except de¬ 
livery to the company’s custodian to the 
account of the company, only upon pay¬ 
ment for the security or the depository’s 
guarantee of payment, and with respect 
to a purchase of a security by the com¬ 
pany, the account in the depository rep¬ 
resenting its interest may be debited for 
payment for the security only upon de¬ 
livery of the securities to the account or 
the depository's guarantee of delivery; 

(ii) The securities and cash of a com¬ 
pany indirectly participating In a de¬ 
pository through a custodian, without 
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regard to whether an intermediary is also 
being used in connection with such par¬ 
ticipation. shall be represented in an ac¬ 
count at the depository which does not 
include any assets held by the custodian 
(or. If an intermediary is used, by the 
intermediary) other than os a fiduciary, 
custodian, or otherwise for customers, 
and when the custodian indirectly par¬ 
ticipate* In the depository through an 
intermediary, the securities and cash of 
the company shall be represented in an 
account of the custodian at the Inter¬ 
mediary which does not include any as¬ 
sets held by the custodian other than as 
a fiduciary, custodian, or otherwise for 
customers; 

(iii) The depository is obligated, if a 
certificated security in the depository has 
been lost, apparently destroyed, or 
wrongfully taken, to take all appropri¬ 
ate and necessary steps to obtain re¬ 
placement; 

(iv> No person may vote (other than 
pursuant to an instruction of the com¬ 
pany contained in an officer's instruc¬ 
tion) any security held for the account 
of the companv. and a mechanism ex¬ 
ists which permits the company to vote 
its securities either directly or in accord¬ 
ance with an instruction of the company 
contained in an officer’s instruction, and 
with respect to any securities held di¬ 
rectly or indirectly for the company, pro¬ 
vision has been made for the prompt 
transmission to the company, directly 
from an issuer or through the depository, 
custodian, and any intermediary, of all 
notices, proxies and proxy soliciting ma¬ 
terials. and other written information 
(including, without limitation, informa¬ 
tion regarding pendency of calls, maturi¬ 
ties. and expirations of rights in connec¬ 
tion with the securities) distributed to 
shareholders by the issuer Including all 
written information distributed bv the 
issuer of any security who.se tender or 
exchange is sought and by ali parties (or 
their agents) making the tender or ex¬ 
change offer; 

(v) The books and records of any cus¬ 
todian or intermediary used in connec¬ 
tion with a comoany’s indirect participa¬ 
tion in a depository, to the extent that 
they relate to depository services ren¬ 
dered to the company by the custodian 
or intermediary, shali at all times during 
the regular business hours of the cus¬ 
todian or intermediary (and at such 
other times as may be acceptable to 
them) be open to Inspection by duly au¬ 
thorized employees or agents of the Com¬ 
mission; and 

(vi) Any custodian and any intermedi¬ 
ary Is obligated to provide the company 
with any report obtained by the custo¬ 
dian or Intermediary on the depository’s 
system of internal accounting control, 
and any custodian and any Intermedi¬ 
ary is also obligated to provide the com¬ 
pany* with such reports on their respe:- 
tive systems of internal accounting 
control as the company may reasonably 
require. As used herein, a report on the 
system of Internal accounting control is 
a report on the accounting system, the 
Internal accounting control, and proce¬ 
dures for safeguarding securities related 
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to the custodial functions provided by a 
depository, custodian or intermediary 
which is based on an examination by an 
independent public accountant that is 
sufficient in scope to provide reasonable 
assurance that any material inadequa¬ 
cies. existing or arising since the prior 
examination, would be disclosed. The re¬ 
port shall describe any material inade¬ 
quacies disclosed, and if an examination 
did not disclose any material in¬ 
adequacies the report shall so state, 

<5) Tlie Board of Directors of the com¬ 
pany shall have approved the company's 
parti :lpation in the depository and the 
manner of such participation, i.e.. direct 
participation, or indirect participation 
through a custodian or through a cus¬ 
todian and an intermediary, after having 






considered the terms of the arrangement, 
the expected ability of the parties to 
perform thier responsibilities, the risk 
factors, and such further information as 
may be necessary or appropriate to 
evaluate the terms of the arrangement. 

(6) When the company is an indirect 
participant in a depository through a 
custodian, or a custodian and an inter¬ 
mediary, the custodian is liable to the 
company, and the intermediary is liable 
to the custodian, for any loss or damage 
resulting from the use of the depository 
arising by reason of any negligence, mis¬ 
feasance, or misconduct on the part, re¬ 
spectively, of the custodian or inter¬ 
mediary or any of their respective em¬ 
ployees or agents or from a failure of the 
custodian or the intermediary to enforce 


effectively such rights os it may have 
against the intermediary or depository. 

It is proposed that the rule be made 
effective 60 days from the date of its 
adoption. If. pending adoption of the 
proposed rule, an investment company 
wishes to participate in the Book Entry 
System so that it can purchase a security 
which Is not available in certificated 
form in the amount desired, the Division 
of Investment Management will take a 
liberal position on the Issuance of no- 
action letters. 

By the Commission. 

Shirley E. Hollis, 
Assistant Secretary. 

December 8, 1977. 

|FR Doc.77-30109 Piled 12-16-77:8:45 am| 
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[ 6355-01 ] 

Title 16—Commercial Practices 

CHAPTER II—CONSUMER PRODUCT 
SAFETY COMMISSION 

SU8CHAPTER B—CONSUMER PROOUCT SAFETY 
ACT REGULATIONS 

PART 1145—REGULATION OF PRODUCTS 
SUBJECT TO OTHER ACTS UNDER THE 
CONSUMER PRODUCT SAFETY ACT 

Regulation of Certain Extremely Flamma¬ 
ble Contact Adhesives Under the Con¬ 
sumer Product Safety Act 

AGENCY: Consumer Product Safety 
Commission. 

ACTION: Final rule. 

SUMMARY: The Commission Issues a 
Anal rule determining that it Is In the 
public Interest to regulate the risk of 
bums from explosive vapor ignition and 
flashback Are associated with extremely 
flammable contact adhesives In con¬ 
tainers over one-half pint under the Con¬ 
sumer Product Safety Act <CP8A> in¬ 
stead of the Federal Hazardous Sub¬ 
stances Act (FHSA). (See also FR Doc. 
77 .... published elsewhere in this part 
of the Federal Registerj According to 
the CP8A, the Commission may not regu¬ 
late under the CPSA a risk of injury that 
could be eliminated or reduced to a suffi¬ 
cient extent under the FHSA, unless the 
Commission finds by rule that it is in 
the public interest to do so. The Commis¬ 
sion has found that it is in the public 
interest to regulate these products under 
the CPSA. 

EFFECTIVE DATE: This rule becomes 
effective January 18.1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Michael J. Giddlng. Directorate for 
Compliance and Enforcement, Con¬ 
sumer Product Safety Commission, 
Washington. D.C. 20207. phone 301- 
492-6617. 

SUPPLEMENTARY INFORMATION: 

A. Background 

On July 13. 1977, by publication of a 
notice in the Federal Register (42 FR 
35983>, the Commission proposed a rule 
finding, under section 30<d) of the Con¬ 
sumer Product Safety Act (CPSA) (15 
U.S.C. 2079'd)). that It Is In the public 
interest to regulate the risk of bums from 
explosive vapor ignition and flashback 
Are associated with extremely flammable 
contact adhesives under the CPSA rather 
than under the Federal Hazardous Sub¬ 
stances Act < FHSA ) (15 U.S.C. 1261- 
1264). Section 30(d) of the CPSA. as 
amended by the Consumer Product 
Safety Commission Improvements Act of 
1976 (Pub L. 94-2H4: 90 Stat. 510), 15 
U.SC. 2079(d), provides that: 

(d) A risk of Injury which Is associated 
with a consumer product and which could 
be eliminated or reduced to a sufficient ex¬ 
tent by action under the Federal Hazardous 
Substances Act . . . may be reeulated under 
| the CPSA 1 only If the Commission by rule 
finds that it Is in the public Interest to regu¬ 
late such risk of Injury under (the CPSA). 
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Although the risk of Injury of bums 
from explosive vapor Ignition and flash¬ 
back fire associated with these products 
could be eliminated or reduced to a suf¬ 
ficient extent by action under the Fed¬ 
eral Hazardous Substances Act (FHSA), 
15 U.S.C. 1261-1274, the Commission has 
determined that it is in the public In¬ 
terest to regulate these products under 
the CPSA. 

Also on July 13, 1977, the Commission 
proposed a regulation under the CPSA 
(42 FR 35984 > that would declare certain 
extremely flammable contact adhesives 
to be banned hazardous products under 
section 8 of the CPSA as a result of the 
risk of injury of bums from explosive 
vapor ignition and flashback fire asso¬ 
ciated with these products. The Commis¬ 
sion also proposed to revoke the existing 
FHSA regulation at 16 CFR 1500.133, 
providing cautionary labeling for these 
products. 

The Commission’s rationale in the pro¬ 
posed 30(d) rule for proceeding under 
the CPSA rather than FHSA was as fol¬ 
lows: 

(1) Rulemaking proceedings appro¬ 
priate to regulate the product under the 
FHSA are likely to be lengthly and re¬ 
source consuming. 

(2) It may be more difficult for in¬ 
terested persons to participate in rule¬ 
making proceedings under the FHSA 
rather than the CPSA since the proceed¬ 
ings under the FHSA are likely to be 
more complex and formal, and 

(3i The CPSA, unlike the FHSA. pro¬ 
vides that persons who knowingly violate 
the act are subject to civil penalties. The 
civil penalty provision may provide ad¬ 
ditional incentive for compliance under 
the CPSA. 

The Commission explained in its pro¬ 
posal that in order to ban hazardous 
household substances under section 2<q) 
<1>(B> of the FHSA the Commission 
must follow the provisions of section 701 
(e> of the Federal Food, Drug, and Cos¬ 
metic Act (FFDCA) 21 U.SC. 371(e). 
Section 701(e) of the FFDCA provides 
for a two stage rulemaking. After pro¬ 
posing a regulation, analyzing com¬ 
ments. and issuing a flnAl regulation, ad¬ 
versely affected persons may submit ob¬ 
jections to the rule and request a public 
hearing on the objections. If the objec¬ 
tions are legally valid, those parts of the 
regulation objected to are stayed and a 
hearing Is held to receive evidence that 
Is relevant and material to the issues 
raised by the objections. 

After completion of the hearing, Jthe 
Commission may issue a final regulation. 
However, this regulation must be based 
only on substantial evidence of record 
obtained at the hearing and must set 
forth detailed findings of fact on which 
the order Is based. The Commission’s 
past experience with formal rulemaking 
under section 701(e) has been that these 
proceedings are lengthy, resource con¬ 
suming. and often inefficient In eliciting 
Information on which the Commission 
make a decision. 

In contrast, section 9(a)(2) of the 
CPSA requires bans to be issued in ac¬ 


cordance with the informal rulemaking 
provisions of the Administrative Proce¬ 
dure Act (5 U.S.C. 553). Although the 
CPSA requires the Commission to provide 
an opportunity for oral presentation of 
comments before Issuing a ban, the 
oral presentation required by sec¬ 
tion 9(a)(2) is informal and nonad- 
versarial. A ban under section 8 of the 
CPSA, while providing an adequate op¬ 
portunity for public participation, is less 
likely to involve extensive delay, since 
the Commission Is not required to utilize 
formal rulemaking. In addition, since the 
proceedings under section 8 of the CPSA 
are less complex and formal than those 
under the FHSA the Commission is more 
likely to obtain participation from inter¬ 
ested persons, including consumers, if the 
rulemaking Is conducted under the CPSA. 

The Commission pointed out in the 
proposal that If the Commission did de¬ 
cide to regulate extremely flammable 
contact adhesives under section 8 of the 
CPSA. automatic repurchase of banned 
hazardous products would not be avail¬ 
able. as it is in the case of a ban under the 
FHSA. Under section 15 of the FHSA, 15 
U.SC. 1274. and the accompanying reg¬ 
ulations at 16 CFR 1500.202 and 203, 
hazardous substances that have been 
banned must be repurchased by the 
manufacturers, distributors, or retailers 
of the hazardous substance, regardless of 
whether the substance was banned at 
the time of its sale. In contrast, a ban 
under section 8 of the CPSA that bans 
products distributed in commerce on the 
effective date of the ban w r ould not pro¬ 
vide for repurchase of the banned haz¬ 
ardous products distributed in commerce. 
No person commented on the fact that 
the ban under the CPSA did not provide 
for repurchase of the banned products 
even though the lack of a repurchase 
provision may have an adverse econom¬ 
ic effect on persons in the chain of dis¬ 
tribution after the products are banned. 
The Commission does not believe that 
the lack of repurchase in this instance 
outweighs the considerations for pro¬ 
ceeding under the CPSA. Accordingly, 
the Commission has determined that it 
is In the public interest to regulate the 
risk of burns from explosive vanor igni¬ 
tion and flashback Are under the CPSA 
Instead of the FHSA. 

B. Comments on the Proposal 

In response to the proposal, four com¬ 
ments were received. 

One commentor, a manufacturer of 
contact adhesives subject to the proposed 
rule, supported the Commission’s pro¬ 
posal to regulate certain extremely flam¬ 
mable contact adhesives under the CPSA 
Instead of the FHSA. claiming that the 
requirements of the CPSA would result in 
more expeditious completion of the rule- 
making proceeding. 

Another commentor disapproved the 
Commission’s proposal, stating that such 
action would eliminate the normal two 
stage rulemaking proceedings provided 
under the FHSA. The commentor stated 
that the informal and non adversarial 
nature of rulemaking under the CPSA 
limits the subjects and comments that 
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may be considered. Tn addition, the com- 
mentor suggested that the Commission's 
proceedings be conducted under the 
FHSA. since the conunentor recom¬ 
mended changing the FHSA labeling re¬ 
quirement for all flammable contact 
cement* and recommended changing the 
method for determining flash point. The 
commentor denied that rulemaking pro¬ 
ceedings under the FHSA would be re¬ 
source consuming, lengthy, and in¬ 
efficient. 

The Commission believes that the rule- 
making proceeding conducted under sec¬ 
tion 8 and 9 of the CPSA concerning ex¬ 
tremely flammable contact adhesives has 
provided ample opportunity for public 
participation in the rulemaking process. 
The Commission received twenty-five 
written comments In response to the 
proposed ban of certain extremely flam¬ 
mable contact adhesives, including that 
of the commentor. In addition, eight per¬ 
sons, including the commentor. partici¬ 
pated in the oral presentation of the pro¬ 
posed ban. The rulemaking proceedings 
specified in section 9 of the CPSA thnt 
were followed for extremely flammable 
contact adhesives did not limit comment 
on the proposed rule. All relevant com¬ 
ments concerning the proposal were 
considered by the Commission before Is¬ 
suance of the final ban. Since the writ¬ 
ten comment period expired September 
12. 1977. interested persons were able to 
rebut, in writing, comments that were 
made at the oral proceeding on August 
29, 1977. The Commission does not be¬ 
lieve that the rulemaking proceedings 
provided under section 2<q> ( I) (B > of the 
FHSA would have provided greater op¬ 
portunity for interested persons to par¬ 
ticipate In the proceedings. On the con¬ 
trary. if the Commission had proceeded 
under the FHSA. the more formal nature 
of rulemaking proceedings under the 
FHSA may have discouraged some cora- 
mentors from participating. 

The commentor stated that he recom¬ 
mended rulemaking proceedings be con¬ 
ducted under the FH3A, since he recom¬ 
mended changing the FHSA labeling 
requirement for ail flammable contact 
cements. However, the Commission's 
proposal did not include a provision to 
change the FHSA labeling requirement 
for all flammable contact adhesives so 
that it was not necessary to proceed 
under the FHSA. The Commission 
banned certain extremely flammable 
contact adhesives under the CPSA and. 
in doing so. revoked a labeling regula¬ 
tion applicable to these products under 
the FHSA <16 CFR 1500.133). The Com¬ 
mission^ action docs not affect labeling 
that may be required under the FHSA 
to address flammability hazards asso¬ 
ciated with other adhesives not subject 
to the ban. Although the commentor 
suggested proceeding under the FHSA 
in order to change the method for de¬ 
termining the flash point, the Commis¬ 
sion fully considered this issue in re¬ 
sponse to comments on its rulemaking 
proceeding under the CPSA. For these 
reasons, the Commission declines to 
adopt the suggestion of the commentor 
that it is not In the public interest to 
regulate the explosive vapor ignition 


and flashback Arc hazard associated 
with extremely flammable contact ad¬ 
hesives under the CPSA rather than the 
FHSA. 

Accordingly, the Commission finds 
that the public Interest requires that the 
hazard of explosive vapor Ignition and 
flashback Are associated with certain 
extremely flammable contact adhesives 
be regulated midcr the CPSA rather 
than the FHS.V Therefore, pursuant to 
section 30<d> of the Consumer Product 
Safety Act (sec. 30<d). Pub. L. 92-573. 
86 Stat. 1231. as amended 90 otat. 510; 
15 U.S.C. 2079(d). the Commission 
amends Title 16. Chapter Ur by adding 
to subchapter B a new f 1145 3 reading 
as follows: 

§ 11 IS.3 Extremely flammable contact 
mllirMxn; risk of burn* from explo¬ 
sive vapor ignition and fladibark lire. 

<a> The Commission finds that it Is 
in the public interest to regulate the 
risk of bunts from explosive vnpor Ig¬ 
nition and flashback fire associated with 
certain extremely flammable contact ad¬ 
hesives under the Consumer Product 
Safety Act rather than under the Federal 
Hazardous Substances Act because of 
the desirability of avoiding possibly 
lengthy, resource consuming, and ineffi¬ 
cient rulemaking proceedings under the 
Federal Hazardous Substances Act and 
because of the availability of civil penal¬ 
ties under the CPSA. The Commission 
also believes that the complexity and 
formality of the rulemaking proceedings 
under the FHSA. in contrast to rulemak¬ 
ing proceedings under the CPSA may 
make it difficult for interested persons 
to participate. 

<b> Extremely flammable contact ad¬ 
hesives and other similar liquid or semi¬ 
liquid products in containers over one- 
half pint that present a risk of bums 
from explosive vapor ignition and flash¬ 
back fire shall therefore be regulated 
under the Consumer Product Safety Act. 
Such regulation shall include all directly 
related pending and future rulemaking, 
as well as all directly related future ac¬ 
tion on petitions. However, such action 
shall not include labeling that may be 
required under the Federal Hazardous 
Substances Act to address flammability 
hazards associated with other adhesives 
not subject to the ban. 

Effective date: This part shall become 
effective January 18. 1978. 

(Authority: See. 30(d). Pub. L. 92-673, BQ 
Stat. 1231. as amended 20 Stat. 510. 15 USC. 
2070(d).) 

Dated: December 13. 1977. 

Richard E. Rapps. 

Secretary. 

Consumer Product Safety Commission. 

|FR Doc.77-35105 Filed 12-16-77:8:45 am| 
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PART 1302—EXTREMELY FLAMMABLE 
CONTACT ADHESIVES 

Establishment as Banned Hazardous 
Products 

AGENCY: Consumer Product Safety 
Commission. 


ACTION: Final rule. 

SUMMARY: In this document, the Com¬ 
mission declares that ‘'extremely flam¬ 
mable*' contact adhesives and similar 
consumer products in containers of more 
than one-half pint are banned hazardous 
products under the Consumer Product 
Safety Act. The Commission issues this 
ban in order to reduce the unreasonable 
risk of bum injuries associated with 
these products. 

DATES: Effective date: The regulotion 
issued below Ls effective January 18.1978. 
All extremely flammable contact ad¬ 
hesives. as defined in the rule, that have 
been manufactured or initially intro¬ 
duced into commerce after January 17. 
1978. are banned hazardous products. In 
addition, aU other extremely flammable 
contact adhesives, as defined in the rule, 
no matter when manufactured or ini¬ 
tially introduced Into* commerce, are 
banned hazardous products after June 
13. 1978. 

ADDRESSES: All material which the 
Commission has that Ls relevant to this 
rule may be seen in. or copies obtained 
from, the Office of the Secretary, Con¬ 
sumer Product Safety Commission. 3rd 
floor. 1111 18th Street NW., Washington. 
D C. 20207. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Michael J. Gidding. Directorate for 

Compliance and Enforcement. Con¬ 
sumer Product Safety Commission, 

Washington. D.C. 20207. 301-492-6617. 

SUPPLEMENTARY INFORMATION: 

A. Background 

The purpose of this notice is to issue, 
in final form, a rule (16 CFR Part 1302) 
declaring extremely flammable contact 
adhesives and similar consumer products 
in containers of more than one-half pint 
to be banned hazardous products under 
section 8 of the Consumer Product Safety 
Act CPSA). 15 US.C. 2057. On July 13. 
1977 the Commission proposed a rule <42 
PR 35984) that would take this action. 

On March 12. 1976. the Commission 
received a petition (HP 76-9) from Bar¬ 
bara Peters requesting the Commission 
to, among other things, initiate a pro¬ 
ceeding to ban extremely flammable 
contact adhesives. The Commission’s 
action in proposing the ban granted, in 
part, the petition. On August 29,1977. the 
Commission held an oral presentation in 
Washington, D.C. to allow interested 
persons to present their views concern¬ 
ing the proposal. Written comments 
were received until September 12. 1977. 
On October U. 1977 (42 FR 54836). the 
Commission published a notice in the 
Federal Register extending the period of 
time for issuing a final rule, as provided 
by section 9(a) (1 > of the CPSA < 15 U.S.C. 
2058(a)(1)), until December 12. 1977. 

For the purposes of this document the 
Commission has defined “extremely 
flammable** as that term is defined in 
section 2(1) of the Federal Hazardous 
Substances Act (FHSA), 15 U.S.C. 1261 
(1). That act defines os extremely flam¬ 
mable a substance that has a flash point 
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at or below 20 degrees Fahrenheit, as 
determined by the Tagliabue open-cup 
tester. 

The Commission also defines ••flam¬ 
mable” in this document os it docs under 
the FHSA. Section 2(1) of the FHSA 
also states that the term “flammable” 
shall apply to any substance which has a 
flash point of above 20 degrees to and in¬ 
cluding 80 degrees Fahrenheit, as deter¬ 
mined by the TagliAbue open-cup tester. 
The Commission's regulations, at 16 CFK 
1500.43, prescribe a test procedure for the 
determination of the flash points of 
volatile flammable materials by the Tag¬ 
liabue open-cup apparatus, 

B. Description of the Ban 

Terms of the ban. In Part 1302, the 
following consumer products are de¬ 
clared to be banned hazardous products 
under section 8 of the Consumer Product 
Safety Act. 

Extremely flammable contact adhe¬ 
sives and similar liquid or semi-liquid 
products that have each of the following 
product characteristics: 

<i> Show* a flash point at or below 20 
degrees F\ihrcnhelt as determined by the 
Tagliabue open-cup test method: and 

<U) Are intended to be applied to two 
surfaces to be bonded together and al¬ 
lowed to dry partially until there is little 
residual tack and adhere to themselves 
instantaneously when the coated sur¬ 
faces are Joined under low or moderate 
pressure: and 

<Ui> Arc composed of a high per¬ 
centage (70-90 percent by weight) of 
solvents and a low percentage of solids 
(10-30 percent by weight): and 

(iv) Are substances that are non¬ 
aerosols and are free-flowing having a 
wet viscosity within the range of 300- 
6,000 ccntipoise at 70 degrees Fahren¬ 
heit when measured by an RVF Brook¬ 
field viscometer: and 

(v) Are packaged in containers of 
more than one-half pint. 

Scope and application. Since this ban 
is being issued under the Consumer 
Product Safety Act, the rule applies only 
to those products that are “consumer 
products” as defined in section 3«a)(l) 
of the act <15 UJ3.C. 2052). Accordingly, 
this ban applies only to those extremely 
flammable contact adhesives and similar 
liquid or semi-liquid consumer products 
that are customarily produced or dis¬ 
tributed for sale to. or for the personal 
use. consumption, or enjoyment of con¬ 
sumers in or around a permanent or 
temporary household or residence, a 
school, in recreation or otherwise. 

An extremely flammable contact ad¬ 
hesive os defined in f 1302.3(b) Is a 
banned hazardous product if the manu¬ 
facturer, distributor, or retailer custo¬ 
marily produces or distributes the prod¬ 
uct for sale to. or use by consumers, or 
if the manufacturer, distributor, or re¬ 
tailer fosters or facilitates the product s 
sale to. or use by, consumers. For ex¬ 
ample, contact adhesives available in 
retail stores, such as lumber yards or 
hardware stores, for sale to consumers 


would be included in the scope of the 
ban even though such outlets may sell 
such products primarily to industrial or 
professional users. The manufacturer 
who markets an extremely flammable 
contact adhesive which w’ould be sub¬ 
ject to the ban if sold to consumers has 
the responsibility for determining the 
distribution and use patterns of its prod¬ 
uct and for taking all reasonable steps 
to ensure that the product is not made 
available for sale to consumers. The test 
of whether a contact adhesive is banned 
shall be whether the product, under any 
customary or reasonably foreseeable 
condition of distribution, or sale, is made 
available for purchase by consumers. 

Contact adhesives that are labeled as, 
marketed, and sold solely for industrial 
or professional use are not within the 
scope of this ban However, merely label¬ 
ing contact adhesive for industrial or 
professional use onlv would not exclude 
such products from this ban. In addition, 
packaging u contact adhesive In a large 
size container would not in Itself ex¬ 
clude the product from this ban. 

C. Summary of Comments 

The Commission received 25 written 
comments on its Julv 13. 1977 proposal 
to ban certain extrem^lv flammable con¬ 
tact adhesives. In addition, there were 
eight oral presentations that are abo 
considered as comments. The issues 
raised by the comments and the Com¬ 
mission’s reasons why the Commission 
has or has not changed the proposal in 
response to the comments are explained 
below. 

i. RISK OF INJURY PRESENTED BY EX¬ 
TREMELY FLAMMABLE CONTACT ADHES¬ 
IVES. 

In the Federal Register notice pro¬ 
posing the ban <42 FR 35984. July 13. 
1977) after having considered available 
information concerning the degree of 
the risk of injury associated with the 
product, including the frequency and 
severity of injuries and the nature of the 
rUk of injury associated with the prod¬ 
uct, as well as economic considerations, 
the Commission determined that certain 
extremely flammable contact adhesives 
present an unreasonable risk of injury 
from explosive vapor ignition and flash¬ 
back fire. 

One commentor disagreed with the 
Commission's finding that extremely 
flammable contact adhesives present an 
unreasonable risk of injury to consumers. 
This commentor stated that its experi¬ 
ence concerning its brands of contact ad¬ 
hesive, as well as the Commission’s 
NEISS survey data, did not Justify the 
ban proposed by the Commission. Ac¬ 
cording to the commentor, injuries re¬ 
sulted from misuse of the product. In ad¬ 
dition. the commentor claimed that the 
possibility of Ignition from remote 
sources is practically nonexistent if there 
is any air movement present in the 
house. 

On the other hand, several commentors 
expressed their concern over accidents 
and injuries associated with the use of 


extremely flammable contact adhesives, 
and stated their support for the Com¬ 
mission’s finding. 

Having considered all comments, writ¬ 
ten and oral, concerning the risk of in¬ 
jury associated with certain extremely 
flammable contact adhesives, the Com¬ 
mission at section D of this Federal Reg¬ 
ister notice and at $ 1302.5 of the rule, 
has found that certain extremely flam¬ 
mable contact adhesives present an un¬ 
reasonable risk of Injury from explosive 
vapor ignition and flashback Are. 

The Commission has made this finding 
based on a hazard analysis prepared by 
the Commission staff concerning contact 
adhesive Arcs, an American Burn Asso¬ 
ciation Survey to obtain an estimate of 
the incidence and severity of burns as¬ 
sociated with the use of contact adhesive 
cements, technical analysis of extremely 
flammable contact adhesives by the Com¬ 
mission's staff, an evaluation of the ade¬ 
quacy of cautionary labeling under the 
FHSA. and a report evaluating the eco¬ 
nomic impact of the ban, including the 
probable effect of the ban on the cost, 
utility, and availability of contact ad¬ 
hesives. After considering this informa¬ 
tion. as well as the oral and written 
comments received, the Commission con¬ 
cluded that the extremely flammable 
contact adhesives within the scope of this 
regulation present an unreasonable risk 
of injury. 

In response to the comment alleging 
that the possibility of ignition from re¬ 
mote sources is practically non-existent 
if there is any air movement, the Com¬ 
mission is not aware of any data that 
would substantiate this claim; and the 
commentor has provided no data to sub¬ 
stantiate this claim. Information avail¬ 
able to the Commission indicates that 
approximately 90 percent of the light 
petroleum fractions (pentanes, hexanes, 
heptanes) of the solvent of the adhesive 
evaporates during the first three minutes 
after spreading. During the application 
process the vapors of these extremely 
volatile solvents layer and flow before 
becoming dispersed by diffusion in air in 
the application area. Without precise 
knowledge of the circumstances, it is im¬ 
possible to predict the role played by cir¬ 
culation or the lack of circulation in acci¬ 
dents associated with these compounds. 
In extreme cases where large areas are 
covered, reasonably good circulation, if 
channeled, may actually contribute to 
the hazard. Moreover, even if the allega¬ 
tion by the commentor is true, the fact 
that users, notwithstanding cautionary 
labeling, have been injured, indicates 
that in many cases sufficient ventilation 
and air movement may not be present. 
After considering the comment the Com¬ 
mission concludes that it should not be 
prevented from banning these products 
under the theory that with sufficient air 
movement there would be no hazard. 

In response to the comment alleging 
that injuries were a result of consumer 
misuse of the product, the injury infor¬ 
mation available to the Commission in¬ 
dicates that the vast majority of acci- 
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dents have occurred while the product Is 
being used for Us Intended purpose. One 
accident report revealed that Injury re¬ 
sulted where the vapor train (stream of 
vapor) from the adhesive flowed through 
a door, down a stairway and Ignited at a 
pilot light a floor away. The degree and 
nature of the hazard associated with ex¬ 
tremely flammable contact adhesives 
covered by this bail is such that serious 
Injuries may result In spite of reasonable 
attempts to follow cautionary labeling or 
educational materials directing the con¬ 
sumer how to safely use the product. The 
light petroleum fractions of extremely 
flammable contact adhesives evaporate 
extremely rapidly, have among the 
lowest of lower flammable limit values, 
and have ignition temperatures ap¬ 
proaching one-half that of other solvents 
normally used in other contact adhes¬ 
ives: so that extremely fllammable con¬ 
tact adhesives may be hazardous even 
where reasonable attempts are made to 
follow directions. After considering the 
comment, the Commission concludes that 
it should not be prevented from banning 
these products under the theory that the 
hazard associated with the product is 
caused by misuse. 

2. FEASIBILITY Or A STANDARD UNDER THE 
CPSA. 

In the preamble to the proposed ban 
(at 42 FR 35986) the Commission found 
that there is no known technology that, 
wh*n applied to contact adhesives as 
defined in this proposal, would ade¬ 
quately protect the public. The Commis¬ 
sion also found that present cautionary 
labeling or additional cautionary labeling 
would not adequately protect the public. 

One commentor claimed that, as an 
alternative to banning these products, 
the Commission could develop a standard 
that would require extremely flammable 
contact adhesives in containers over one- 
half pint to be packaged with safety 
cans that are either self-closing or have 
such a small orifice as to eliminate con¬ 
cern over vapor diffusion by evaporation. 

The Commission concludes that this 
suggested solution would not adequately 
protect the public. Injury information 
available to the Commission shows that 
persons have been injured when the sur¬ 
face area onto which the adhesive was 
spread ignited and the victim was burned 
directly from that surface. Thus, explo¬ 
sive vapor ignition remains a possibility 
and could result in Injuries to consumers 
even though the container is closed. 

Furthermore, a standard that required 
small orifices would not eliminate the 
possibility of flashback Are to the con¬ 
tainer. during evaporation of the solvent 
from the relatively large coated surfaces, 
since the container would still remain 
open. For these reasons the Commission 
does not believe that the suggestions 
that the Commission require a self¬ 
closing container or a container with a 
small orifice indicates that there Is a 
feasible standard that would adequately 
protect the public from the risk of Injury 
associated with these products. 
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One commentor stated that the Com¬ 
mission has not conclusively shown that 
there Ls no feasible standard under the 
CPSA. The commentor stated that label¬ 
ing for the products could adequately 
protect the consumer, and provided an 
example of suggested labeling, as follows: 

“Danger! Extremely Flammable, Vapor* May 

Cauae Flash Fire. Vapor Harmful NYFD C 

of A 933 

Vapors may ignite explosively Prevent 
buildup of vapors—Open all windows and 
doors—Use only with cross-ventilation. Keep 
away from heat, sparks, and open flame. Do 
not smoke or ignite any flame (such as 
matches, lighters, etc,). Extinguish ail flames 
and pilot lights, and turn off (and do not 
turn on again) stoves, ovens, all gas and elec¬ 
tric appliances (space and water heaters, 
furnaces, etc.) electric motors and other 
sources of ignition during adhesive use and 
untU all vapors are gone. Do not use electric 
light switches. Do not generate static sparks 
(such as by walking on carpet, etc.). Use 
same precautions In the work area and all 
connected areas. Be sure that any other per¬ 
son In these areas understands and follows 
these precautions and also that a copy of 
these precautions is attached to any other 
container to which this product may be 
transferred. Contains petroleum distillates, 
acetone, toluene. Use only In well ventilated 
areas with enough air movement to remove 
vapors and prevent vapor buildup. Avoid pro¬ 
longed breathing of vapor and prolonged re¬ 
peated contact with akin. Avoid eye contact. 
Suggested first aid: for eyes flush Immedi¬ 
ately with plenty of water for at least 10 
minutes and call a physician. If swallowed, 
do not Induce vomiting. Call a physician 
Immediately. Close container after use. Keep 
out of reach of children.* 4 

Although a standard under the CPSA 
may require a product to bear warnings 
and Instructions, the Commission at sec¬ 
tion A<3) of the preamble to the pro¬ 
posed ban (42 FR 35986) and at 5 1302.5 
<a)(2)(lv> of this final rule, has dis¬ 
cussed why present cautionary labeling is 
inadequate and has discussed why it be¬ 
lieves modification of the present cau¬ 
tionary labeling or additional cautionary 
labeling would not adequately protect the 
public. 

The following minimum labeling is 
prese ntly required under the FHSA <16 
CFR 1500.133) for the products to be 
covered by this ban: 

Danger Extremely Flammable 

Vapors May Cause Flash Fire 
Vapors May Ignite Explosively 

Prevent buildup of vapors—open all win¬ 
dows and doors—use only with cross-ventl- 
latlon. 

Keep away from heat, sparks, and open 
flame. 

Do not smoke, extinguish all flames and 
pilot lights, and turn off stoves, heaters, 
electric motors, and other sources of ignition 
during use and until all vapors are gone. 

Close container after use. 

Keep out of reach of children. 

An analysis prepared by the Commis¬ 
sion stalt of available injury data indi¬ 
cates that in spite of the cautionary la¬ 
beling. accidents have continued to oc¬ 
cur, inflicting serious injuries In much 
the same manner as those accidents that 
occurcd prior to the issuance of the 1970 
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labeling regulation. The in-deoth investi¬ 
gation reports analyzed by the Commis¬ 
sion revealed that few users read the 
contact adhesive label. Although the 
present cautionary labeling could be re¬ 
vised to include more explicit and 
graphic warnings, such as those sug¬ 
gested by the commentor, the Commis¬ 
sion concludes that as a result of the de¬ 
gree and nature of the risk of injury 
presented by the product, this labeling 
would also provide Inadequate protection 
to the public. 

The specific labeling suggested by the 
commentor is lengthv and might not be 
followed. The possibility of ignition from 
a source In another room or another part 
of the house may well be overlooked by 
the public, in spite of warnings on the 
label of the product. Ignition of the 
vapors may result in a sudden, flash back 
Are from the source of vapor ignition to 
the container of adhesive with little or 
no warning to the consumer and with 
the potential for serious or fatal injury 
to the user or bystanders. The degree and 
nature of the risk of injury is such that 
a bystander or visitor could present an 
Ignition source resulting in an accident. 
(In one in-depth investigation, a co¬ 
worker standing nearby struck a match 
to light a cigarette, causing the contact 
adhesive vapors to Ignite.) Since the 
bystander or visitor would not normally 
have an opportunity* to read the warning 
label on*thc product, additional labeling 
would not benefit these potential victims. 

For these reasons, the Commission docs 
not believe that the commentors have 
shown that there Is a feasible consumer 
product safety standard under the CPSA 
that would adequately protect the con¬ 
sumer from the unreasonable risk of in¬ 
jury associated with the contact adhe¬ 
sives within the scope of this bon. 

2. SIZE OF CONTAINER OF CONTACT ADHESIVES 
COVERED BY THE PROPOSED BAN 

One commentor suggested that the 
Commission ban extremely flammable 
contact adhesives in one-gallon and 
larger containers, instead of adhesives in 
containers larger than one-half pint. The 
commentor stated that banning ad¬ 
hesives in one-gallon and larger contain¬ 
ers would limit the rate of adhesive use 
and the amount of combustible vapors in 
the application area. The commentor also 
stated that in the event of an accident, 
such a ban would restrict the size of the 
container holding the unused portion of 
the adhesive and thereby minimize the 
Are hazard. 

In the preamble to the proposal (42 
FR 35987) the Commission stated that 
the ban would apply to extremely flam¬ 
mable contact adhesives and other simi¬ 
lar liquid or semiliquid products that are 
packaged in containers of more than one- 
half pint. The Commission proposed a 
ban of items in this size since data and 
technical calculations available to the 
Commission revealed that the volume of 
extremely flammable solvents from pack¬ 
age sizes larger than one-half pint is suf¬ 
ficient to reach explosive atmospheric 
concentrations. These calculations also 
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Indicate that, during use of the product, 
the lower flammable limit of solvents re¬ 
leased from containers of one-half pint or 
less of contact adhesives would not be 
reached. The Commission continues to 
believe that the data and technical cal¬ 
culations ore correct. Injury information 
available to the Commission Indicates 
that injuries from vapor ignition and 
flashback fire have occurred during use 
of the product In container sizes smaller 
than one-gallon. The common tor has 
presented no data, and the Commission Is 
not aware of data indicating that re¬ 
stricting the bon to contact adhesive in 
containers one-gallon and larger would 
adequately protect the public, either by 
limiting the rate of adhesive use and the 
amount of combustible vapors or by mini¬ 
mizing the flashback hazard. For these 
reasons the Commission has declined to 
adopt the suggestion of the common tor 
that the ban be limited to extremely 
flammable contact adhesives In contain¬ 
ers one-gallon and larger. 

Several commentors expressed concern 
that persons using the product may buy 
several one-half pint containers of ex¬ 
tremely flammable contact adhesive and 
use them simultaneously, so that a haz¬ 
ard would still be presented. 

The Commission believes that It is un¬ 
likely that consumers will purchase 
several small containers of extremely 
flammable contact adhesive to accom-, 
plish a task that could be achieved by one 
of the substitutes for extremely flam¬ 
mable contact adhesives in a larger size 
container The larger size container with 
the substitute adhesive would probably 
be more convenient for the consumer to 
work with and may In some Instances 
cost less on a volume basis, than the ex¬ 
tremely flammable contact adhesive in 
the smaller size containers. 

It is theoretically possible that if a 
consumer purchased several small con¬ 
tainers of contact adhesives (one-half 
pint and under) and opened them simul¬ 
taneously, a flashback explosion and Are 
could result. The Commission believes 
that It Is more likely that a consumer 
would not open the containers simul¬ 
taneously and spread the adhesive from 
these containers at the same time, so 
that the vapors would not reach explo¬ 
sive levels. At the present time, the injury 
data available to the Commission do not 
indicate that consumers have been In¬ 
jured by opening several cans of contact 
adhesives simultaneously and spreading 
the adhesive from these containers at the 
same time. For these reasons, the Com¬ 
mission declines to adopt the suggestions 
by the commentors that the ban be ex¬ 
tended to cover extremely flammable 
contact adhesives In one-half pine and 
smaller containers. 

4 . score or the ban 

Several commentors requested clarifi¬ 
cation of the exclusion of contact adhe¬ 
sives that are labeled as, marketed, and 
sold solely for industrial use, at $ 1302.1 
ib) of the proposal. Several commentors 
stated that this provision could be fur¬ 
ther clarified by specifically excluding 


from the ban extremely flammable con¬ 
tact adhesives in containers over 5 gal¬ 
lons. According to the commentors, ad¬ 
hesives in these containers are not often 
used by consumers. 

The Commission declines to make the 
change suggested by the commentors 
since such a change could, in effect, en¬ 
able manufacturers to market for sale to 
consumers the larger sizes of contact ad¬ 
hesives that would otherwise be banned. 
The Commission emphasizes, however, 
♦hat contact adhesives that arc true in¬ 
dustrial products, that U. contact adhe¬ 
sives that are labeled as, marketed, and 
sold solely for industrial use as provided 
in « 1302.1(b), are not within the scope 
of this ban. 

The scope section of the proposal, at 
i 1302.1<a), refers to extremely flamma¬ 
ble contact adhesives that, among other 
things, are produced or distributed for 
the enjoyment of consumers. One com- 
mentor asked whether the enjoyment 
provision of this phrase would Include 
contact adhesives that are introduced by 
a professional into a household. 

This ban addresses the hazard of ex¬ 
plosive vapor Ignition and flashback fire 
associated with extremely flammable 
contact adhesives in containers over one- 
half pint. This hazard occurs only when 
the contact adhesive is applied. Products 
that are brought into a consumer’s home 
by a professional may be used or en¬ 
joyed by a consumer. However, the Com¬ 
mission is not Including within the scope 
of this ban products that professionals 
may use In a residence or other area ac¬ 
cessible to the public, since the hazard is 
associated with these products only dur¬ 
ing application by the professional. After 
the adhesive has dried, there is no risk of 
Injury to consumers from explosive vapor 
ignation and flashback fire. The exclu¬ 
sion of professional products applies 
only to products that arc labeled as. 
marketed, and sold solely for profes¬ 
sional use. Another federal agency, the 
Occupational Safety and Health Ad¬ 
ministration (OSHA), would have the 
authority under the Occupational Safety 
and Health Act of 1970 to take action 
concerning the risk of injury presented 
to professionals who use extremely flam¬ 
mable contact adhesives. The Commis¬ 
sion is making its information concern¬ 
ing accidents involving professionals 
available to OSHA. 

Several commentors expressed con¬ 
cern that the proposed ban would restrict 
the availability of contact adhesives in 
containers larger than one-half pint to 
the professional user. One commcntor 
noted that at least one-half of the pur¬ 
chases of contact adhesive* made avail¬ 
able through retail outlets are by pro¬ 
fessional contractors, who purchase 
these adhesives through retail outlets 
that are open to consumers. The com- 
mentor noted that the quick drying prop¬ 
erties of extremely flammable contact 
adhesives are desired by professionals, 
and would be preferable to slower dry¬ 
ing, water based adhesives, which would 
be used as alternatives. Several com¬ 
mentors suggested that the Commission 


establish acceptable procedures to allow 
this type of sale to professionals. 

Another commentor requested that the 
Commission mandate a distribution 
mechanism that would ensure persons 
distributing extremely flammable con¬ 
tact adhesives for professional use that 
their product would not be a banned 
hazardous product. 

Although the ban may limit the avail¬ 
ability of extremely flammable contact 
adhesives in sizes over one-half pint to 
professionals, the Commission does not 
believe that the ban would preclude pro¬ 
fessionals from obtaining extremely 
flammable contact adhesives in contain¬ 
ers larger than one-half pint. As pro¬ 
vided in f 1302.1 the bon does not apply 
to products are are labeled as. mar¬ 
keted, and sold solely for industrial or 
professional use. 

The Commission declines to adopt the 
commentors* suggestion to establish a 
distribution mechanism or distribution 
procedures. It is the responsibility of 
manufacturers, distributors, and retail¬ 
ers of industrial or professional contact 
adhesives to ensure that these products 
do not fall within the scope of the ban 
as a result of being sold to consumers. 
The manufacturer who markets an ex¬ 
tremely flammable contact adhesive 
which would be subject to the ban if sold 
to consumers has the responsibility for 
determining the distribution and use 
patterns of Us product and for taking 
all reasonable steps to ensure that the 
product is not made available for sale to 
consumers. 

As a result of the difficulty of the 
manufacturer or distributor in policing 
the ultimate use of the product, one com¬ 
mcntor suggested that the Commission 
ban all extremely flammable contact 
adhesives in sizes above one-half pint to 
5 gallons, in order to preclude profes¬ 
sionals from using these products in 
private homes. 

The Commission declines to adopt the 
change suggested by the commentor that 
the Commission ban all contact adhe¬ 
sives in sizes above one-half pint to 5 
gallons, to prevent professionals from 
using the products. The intended effect 
of the Commissions ban Is to preclude 
consumers from using extremely flam¬ 
mable contact adhesives in containers 
over one-half pint. A product that is sub¬ 
ject to more than occasional use by con¬ 
sumers would be subject to the ban. even 
If it were labeled for Industrial or pro¬ 
fessional use only, or in a size container 
that Is customarily used by industry or 
professionals. The ban does not extend 
to products that are labeled as, mar¬ 
keted. and sold solely for professional 
use. since the hazard associated with 
professional products occurs only during 
the use of the product by the profes¬ 
sional. 

ft. DEFINITION OF THE PRODUCT COVERED BY 
THE BAN 

In the proposal, at $ 1303.3, the Com¬ 
mission defined the term extremely flam¬ 
mable contact adhesive and similar liquid 
or semlllquid consumer products as 
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products that have each of the following 
product characteristics: 

(l) Show a flash point at or below 20 
degrees Fahrenheit as determined by the 
Tagllabue op en-cu p test method pre¬ 
scribed by 16 CFR 1500.43: and 

(ID Arc Intended to be applied to two 
surfaces to be bonded together and al¬ 
lowed to dry partially until there Is little 
residual tack, and adhere to themselves 
Instantaneously when the coated sur¬ 
faces are joined under low or moderate 
pressure: and 

(ill) Are composed of a high percent¬ 
age <70-90 percent by weight) of solvents 
and a low percentage of solids (10-30 
percent by weight): and 

<iv) Are substances that are free-flow¬ 
ing. having a wet viscositv within the 
range of 300-6.000 ccntipoise (at 70 de¬ 
grees Fahrenheit) when measured by an 
RVF Brookfield viscometer; and 

(v) Are packaged in containers of more 
than one-half pint. 

Although the proposal did not specify 
a temperature for determining viscosity 
at <iv), this was an oversight. The Com¬ 
mission believes that the viscosity of ex¬ 
tremely flammable contact adhesives 
should be determined at a temperature 
of 70 degrees Fahrenheit, since this tem¬ 
perature is appropriate for measuring 
the viscosity of these products. Accord¬ 
ingly, the Commission has incorporated 
in the definition a temperature of 70 de¬ 
grees Fahrenheit as a condition for de¬ 
termining viscosity. 

(a) Definition of flash point. One corn- 
men tor suggested that a definition of 
flash point be included in the regula¬ 
tions and recommended that an ASTM 
proposed definition be included. 

The commentor suggested the defini¬ 
tion as follows: "Flash point(n)-the 
lowest temperature, corrected to a pres¬ 
sure of 101.3 RPa <1013 millibars) of a 
substance at which application of an ig¬ 
nition source causes the vapor above the 
substance to ignite under specified condi¬ 
tions of test/' In order to avoid confusion 
In Interpreting true flash point, the corn- 
mentor recommended that the following 
note be added: “A blue light <blue halo) 
or other colored light which sometimes 
surrounds the test flame should not be 
confused with the true ignition of the 
vapors (flash point).*’ 

The Commission agrees that the 
changes suggested by the commentor 
provide additional clarification and 
could eliminate confusion. Accordingly, 
the Commission has amended 8 1302.3 to 
include these changes. 

(b) Lower viscosity limit. One com¬ 
mentor recommended the elimination of 
the lower viscositv limit of 300 centl- 
poise in the proposed definition claim¬ 
ing that this limit is unnecessary since 
it bears no relationship to the degree of 
hazard or to the consumer marketplace. 
This commentor stated that he manu¬ 
factures a totally functional extremely 
flammable industrial contact adhesive 
with a viscosity of 200-300 ccntipoise 
that would not be covered by the bon 
and could be placed on the consumer 
market. However, another commentor 


recommended that this limit be retained 
since there are no consumer contact 
adhesives with viscosities as low as 300 
centipolse. Several commentors stated 
that adhesives with viscosities below 300 
centipolse would be unsuitable and un¬ 
acceptable for consumer use since these 
adhesives are too thin for satisfactory 
use by consumers. One other commentor 
agreed with the specified viscosity range. 

The Commission believes that the 
lower viscosity limit, 300 centipolse. 
should remain as proposed. This limit 
is designed to provide a margin of toler¬ 
ance in describing the products covered 
by the ban and is necessary to provide 
guidance concerning the products cov¬ 
ered by the ban. The Commission is 
unaware of any extremely flammable 
contact adhesives with viscosity limits 
lower than 300 centipolse, when meas¬ 
ured by an RVF Brookfield viscometer, 
that have been sold to. or used by con¬ 
sumers in the past or are likely to be 
sold or used by consumers In the future. 
For these reasons the Commission de¬ 
clines to make the change suggested by 
the commentor. 

(c) Similar liquid or semiliquid con - 
sumer products. One commentor objected 
to the use of the phrase "similar liquid 
or semiliquid consumer products’* in the 
proposed definition of the product at 
8 1302.3(b) since the word "similar" 
could conceivably cover all known adhe¬ 
sives. However, another commentor 
stated that this phrase was appropriate. 

The Commission concludes that the 
phrase "similar liquid or semiliquid con¬ 
sumer products** should remain in the 
definition of the product. Since in order 
to be covered by the definition a prod¬ 
uct must fall within all of the product 
characteristics stated at 8 1302.3(b), the 
definition does not apply to all adhesives. 
The Commission believes that the phrase 
"similar liquid or semiliquid consumer 
products*’ should eliminate any con¬ 
fusion about the Commission's Intent to 
include within the scope of the ban those 
products that are not identified, by la¬ 
beling or other means, as extremely 
flammable contact adhesives, but meet 
all of the product characteristics stated 
at f 1302 3(b). 

<d) Coverage of aerosol contact adhe - 
fives. One commentor stated that the 
ban should not extend to aerosol con¬ 
tact adhesives, since these products are 
in sealed units, not allowing evaporation 
of the solvent, and since the aerosol Is 
generally used only on small areas. The 
commentor also stated that the test pro¬ 
cedure for testing the flammability of 
aerosols differs from the procedures for 
testing the flammability of liquids, so 
that different test procedures would be 
required for aerosols. 

In the proposed definition the Com¬ 
mission did not Intend to include aero¬ 
sol contact adhesives. The Commission 
has not received any injury reports con¬ 
cerning aerosol contact adhesives. The 
Commission agrees with the commentor, 
and has accordingly clarified the defini¬ 
tion. at 8 1302.3(b), to specifically ex¬ 
clude aerosol contact adhesives from 
this ban. 


<e) Test method used to determine the 
flash point of contact adhesives. Several 
commentors questioned the advisability 
of referencing at 8 1302.3(b)(1). the 
Tagllabue open-cup test method for de¬ 
termining the flash point of contact ad¬ 
hesives (This test method is specified at 
16 CFR 1500.43). One commenter stated 
that the Tagllabue open-cup test method 
is unreliable for most adhesive formula¬ 
tions. especially those having a flash 
point below room temperature. 

Several commentors suggested that the 
Seta Flash Closed Cup Method be 
adopted as the replacement method 
< ASTM D-3278, Standard Test Methods 
For Flash Point of Liquids by Seta Flash 
Closed Tester) since this method is more 
reliable, more reproducible, and simpler, 
faster, and safer to perform. Another 
commentor suggested that as an alter¬ 
native to the Seta Flash test method, an¬ 
other closed cup method could be used 
(ASTM D93-77. Standard Test Methods 
for Flash Point by Pensky-Martens 
Closed Tester. Method B) and explained 
In detail how closed cup methods are 
more accurate than the Tagllabue open- 
cup test method and require less time 
and effort. This commentor also sug¬ 
gested that use of a uniform test method 
would be less costly to manufacturers 
and would create less confusion. Closed 
cup test methods are used by the Depart¬ 
ment of Labor and the Department of 
Transportation, as well as the National 
Fire Protection Association and other or¬ 
ganizations. 

Although the Commission believes that 
the observations by the commentors 
concerning the Tagllabue open-cup test 
method and the closed cup test methods 
may be accurate, at this time the Com¬ 
mission declines to adopt the change 
suggested by the commentors. If the 
Commission adopted the suggestion of 
the commentors, then the Commission 
would be employing a different method 
for determining the flash points of vola¬ 
tile flammable materials under the Fed¬ 
eral Hazardous Substances Act and Con¬ 
sumer Product Safety Act. The FHSA, 
at section 2<i>. 15 U.8.C. 1261(1), de¬ 
fines degrees of flammability In terms of 
testing by the Tagllabue open-cup test. 
Since even with issuance of this ban 
under the CPSA cautionary labeling is 
still required under section 2<p) of the 
FHSA for certain contact adhesives, the 
Commission believes that it would be 
confusing to require testing under a dif¬ 
ferent method to determine whether ex¬ 
tremely flammable contact adhesives are 
banned under the CPSA. 

6 . irrECT OF THS BAN ON THE COST AND 
UTILITY OF CONTACT ADHESIVES 

In the proposal the Commission solic¬ 
ited comments concerning the economic 
considerations of the ban. 
v (a) Costs to Consumers of Substitute 
Adhesives— (i) 1.1.1-Trichloroethanc- 

based contact adhesives (chlorinated 
solvent contact adhesives >. Several com¬ 
mentors referred to the increased costs 
of 1,1,1 -trichloroe thane (1.1.1-TCE) 

based contact adhesives over the cost of 
extremely flammable contact adhesives. 
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The estimates lor the cost increases to 
consumers ranged from 27 percent to 75 
percent. 

Information available to the Commis¬ 
sion indicates that the price to consum¬ 
ers of 1,1,1-TCE based contact adhesive 
is about S12-S15 per gallon, as compared 
with approximately $7.50-410.50 per gal¬ 
lon of extremely flammable contact ad¬ 
hesive. Although prices of contact ad¬ 
hesives vary with location and store, the 
Commission believes that a difference of 
$3-$5 per gallon between the chlorinated 
and extremely flammable type is prob¬ 
ably typical. 

<ii> Water based contact adhesives. 
One commentor stated that the water 
based contact adhesive is more expensive 
per volume (by a factor of 20-100 per¬ 
cent), but less expensive per unit of area 
as applied (by 25-50 percent) than ex¬ 
tremely flammable contact adhesives. 

Based on available information, the 
Commission believes that these figures 
are a reasonable estimate. Although a 
water based contact adhesive mav cost 
20-60 percent more than an equal volume 
of extremely' flammable contact adhe¬ 
sive, the water-based contact adhesive 
contains nearly twice the proportion of 
solids as an extremely flammable con¬ 
tact adhesive and should theoretically 
cover twice the amount of area if the 
consumer properly applies the adhesive. 

(ill) Flammable petroleum-based con¬ 
tact adhesives. One commentor esti¬ 
mated that the cost to consumers of 
flammable contact adhesives as com¬ 
pared with the extremely flammable type 
adhesive might be slightly higher (less 
thAn 10 percent). 

The Commission believes that this in¬ 
formation is consistent with information 
available. In gallon containers, flam¬ 
mable contact adhesives will probably 
cost 10-15 percent mere than extremely 
flammable contact adhesives. The ex¬ 
tremely flammable contact adhesive may 
cost $7.50-$ 10.50 in a gallon container, 
while the flammable adhesive might be 
available for $3-411.00. 

(b) Utility of contact adhesives—< i> 
1JJ-TCE based contact adhesives ( chlo¬ 
rinated solvent contact adhesives >. Al¬ 
though several commentors stated that 
1X1-TCE based contact adhesives dried 
more slowly than extremely flammable 
contact adhesives, another comment 
stated that 1,1,1-TCE based contact ad¬ 
hesives were not slow drying. 

Information available to the Commis¬ 
sion indicates that 1,1.1,-TCE based con¬ 
tact adhesives have approximately the 
same drying time before bonding as ex¬ 
tremely flammable contact adhesives. 

Although some commentors questioned 
the performance characteristics of chlo¬ 
rinated solvent adhesives, other com¬ 
mentors dented that these products 
present functional deficiencies. 

Based on available information, the 
Commission believes that for most ap¬ 
plications the performance of the 1,1,1,- 
TCE based contact adhesive is verv simi¬ 
lar to that of extremely flammable con¬ 
tact adhesives. 
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(li> Water-based contact adhesives. 
One commentor stated that commerical- 
ly available adhesives normally dry in 
25-45 minutes with 30-50 percent hu¬ 
midity. and that with 85-90 percent hu¬ 
midity no more than two hours is re¬ 
quired for drying. Another commentor 
stated that these contact adhesives 
would require between 6 and 7 hours to 
dry at 50-85 percent humidity. Several 
commentors stated that water based ad¬ 
hesives. although available for consumer 
use. are not equivalent to solvent based 
contact adhesives in performance and 
may be unsatisfactory for certain tasks. 
One commentor stated that water based 
adhesives under normal humidity con¬ 
ditions are acceptable for consumer use, 
even though these adhesives cannot com¬ 
pete commercially with extremely flam¬ 
mable grades or flammable grades. 
Another commentor claimed that water 
based contact adhesives are functional. 

Although most manufacturers assert 
that their product win dry in 30 minutes, 
this figure may be derived from tests con¬ 
ducted under ideal conditions. Informa¬ 
tion available to the Commission indi¬ 
cates that for most of the country a dry¬ 
ing time of from one to four hours is 
probably more realistic. Drying time will 
vary with humidity. In some areas with 
very high humid ity> this product may not 
be satisfactory since it will not effectively 
dry in any period of time. These adhe¬ 
sives can not be used on leather, since 
the water In these adhesives may have an 
adverse effect on leather. These adhe¬ 
sives may also be unsatisfactory for bind¬ 
ing some substances with nonporous 
surfaces, such as metals. Information 
available to the Commission indicates 
that there are two basic types of water 
based contact adhesive, neoprene and 
acrylic. Water based neoprene contact 
adhesives may not be as satisfactory for 
most applications as organic solvent 
based products. This type of water based 
contact adhesive may also become un¬ 
stable if it Is frozen and thawed several 
times. This could present a problem in 
areas of the country where the product 
is shipped in unheated trucks in the 
winter. 

Properties of water based acrylic adhe¬ 
sive may vary more significantly than 
other types of contact adhesives since 
there are many manufacturers of acrylic 
polymers and the properties of the poly¬ 
mers differ by manufacturer. The vari¬ 
ance in polymers may lead to differences 
in adhesion characteristics and strength. 

7. SAFETY CONSIDERATIONS CONCERNING 

1,1,1 -TRICHLOROETHANE BASED CONTACT 

ADHESIVES (CHLORINATED SOLVENT CON¬ 
TACT ADHESIVES) 

One commentor stated that chlorinat¬ 
ed solvent contact adhesive had. from 
his experience, led to complaints of ill¬ 
ness and headache. Another commentor 
recommended that persons with heart 
problems not use chlorinated adhesives. 
According to the commentor these per¬ 
sons usually have liver problems. The 


solvents could be potentially damaging 
to the liver and could aggravate the heart 
condition. The commentor also recom¬ 
mended that persons with asthmatic or 
respiratory conditions not be exposed to 
1,1,1-TCE since this solvent confuses the 
brain’s respiration message rate, leading 
to an aggravation of the user’s condition. 

Although one commentor stated that 
nonflammable chlorinated solvent ad¬ 
hesives are hazardous when used without 
ventilation, another commentor noted 
that nonflammable contact adhesives 
with 1.1.1-TCE solvent are not toxic 
when used in the absence of ventilation. 
The commentor. a manufacturer of these 
adhesives, stated that he had not re¬ 
ceived anv complaints about people be¬ 
coming ill from using this product. 

Information avaflable to the Commis¬ 
sion Indicates that 1.1.1-TCE has a very 
low level of toxlcitv (‘Industrial Hvgiene 
and Toxicology”. Volume II. Prank H. 
Pattv. Editor). The Commission has re¬ 
ceived animal studies and human experi¬ 
ence data, submitted bv Dow Chemical 
Co. indicating that 1.1.1-TCE has a low 
level of toxlcitv. Analvsls bv the Com¬ 
mission staff indicates that the degree of 
exposure to 1.1.1-TCE in these contact 
adhesives would be well below the 
Threshold Limit Value at which haz¬ 
ardous effects might occur. 

Several commentor* **xore«sed concern 
over the possibility that phosgene gas 
could be produced from 1.1.1-TCE 
based contact adhesives by an Umitlon 
source. However, another commentor 
stated that the Dhenomenon is restricted 
to arc welding applications and cata- 
lv 7 ed metal surfaces. This commentor 
stated that potential conversion to phos¬ 
gene would be small in adhesive appli¬ 
cations. since Ignition sources are low 
temperature flames. 

Although information available to the 
Commission indicates that phosgene may 
be formed if 1.1.1-TCE comes into con¬ 
tact with flame sources or sufficiently 
hot surfaces, the Commission does not 
believe that significant amounts of phos¬ 
gene would be formed at the relatively 
low temrerature sources and limited 
contort that could be expected during 
normal consumer use of 1,1.1-TCE con¬ 
tact adhesives. At the present time the 
Commission does not have sufficient in¬ 
formation to confirm or donv the allega¬ 
tion that a harmful amount of phosgene 
gas could be produced from 1.1.1-TCE 
based contact adhesives. The Commis¬ 
sion does not have anv initirv' reports 
concerning this alleged hazard. 

Tn the preamble to the proposed ban 
(42 FR 35Q88) the Commission referred 
to a National Cancer Institute (NCI) 
re»v>rt of the results of a test of 1,1,1- 
T<~*E for cancer causing arljvttv with 
rats and mice. NCT concluded that these 
studies did not show 1.1.1-TCE to be 
carcinogenic. The Commission sought 
comments on this aspect. 

Several commentors questioned 
whether 1,1.1-TCE used in a substitute 
adhesive, is carcinogenic. One com- 
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mentor questioned the conclusiveness of 
a NCI test of U.1-TCE for canccr- 
causing activity with rats and mice. 

The information presently available to 
the Commission concerning the possible 
carcinogenicity of 1.1.1-TCE used in a 
substitute adhesive is inconclusive. NCI 
reported that a variety of neoplasms 
were represented in both, 1,1,1-TCE 
treated and matched-control rats and 
mice. However, each type of neoplasm 
has been encountered previously as a 
lesion in untreated rats or mice. The neo¬ 
plasms observed were not attributable to 
1,1,1-TCE exposure, since no relationship 
was established between the dosage 
groups, the species, sex. type of neoplasm, 
or the site of occurrence. Even if such a 
relationship were inferred, it would be 
inappropriate to make an assessment of 
carcinogenicity of 1, 1, 1-TCE on the 
basis of this test, because of the abbrevi¬ 
ated life spans of both the rats and mice. 
These studies were not completely ade¬ 
quate tests of carcinogenicity because of 
the short survival time of the dosed ani¬ 
mals. 

Since presently available information 
concerning the possible carcinogenicity 
of 1, 1,1-TCE used in one substitute ad¬ 
hesive is Inconclusive, and since other 
substitutes without 1.1.1-TCE are avail¬ 
able. the Commission does not believe 
that the lack of conclusive information 
concerning the csrcinogencitv of 1.1.1- 
TCE should prevent the Commission 
from banning the extremely flammable 
contact adhesives within the scope of 
this ban. 

8. EXTENSION OF THE PROPOSAL TO COVER 
FLAMMABLE CONTACT ADHESIVES 

In the preamble to the proposal (42 
TO 35987) the Commission stated that 
although the proposed ban extended onlv 
to extremely flammable contact ad¬ 
hesives having a flash point at or below 
20*P. the Commission had received com¬ 
munications from manufacturers of con¬ 
tact adhesives who recommended that 
the Commission also ban -flammable” 
contact adhesives (contact adhesives 
having a flash point above 20 degrees 
Fahrenheit to and Including 80 degrees 
Fahrenheit, as defined in section 2 of 
the FHSA, 15 U.S.C. 1261). These manu¬ 
facturers stated that the hazard asso¬ 
ciated with at least certain flammable 
contract adhesives would be similar to 
the hazard associated with extremely 
flammable contact adhesives. In the 
proposal the Commission stated that it 
was especially interested In receiving 
comments from Interested persons con¬ 
cerning the need to extend the proposed 
ban to include all flammable contact 
adhesives or certain flammable contact 
adhesives with a specified flash point be¬ 
tween 20 degrees Fahrenheit and 80 de¬ 
grees Fahrenheit. 

The Commission received several com¬ 
ments concerning the need to extend the 
proposed ban to include some or all con¬ 
tact adhesives that are "flammable.” 

Several commentors argued for ex¬ 
tending the proposal to cover these ad¬ 
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hesives, while other commentors argued 
against such an extension. The Com- 
mision believes that additional staff eval¬ 
uation and analysis is necessary before a 
decision can be made on the need to ex¬ 
tend the proposed ban to include some 
or all contact adhesives that fall within 
the flammable range. Although at the 
present time the Commission has not de¬ 
cided to extend the proposed ban. the 
Commission may propose such an exten¬ 
sion if the Commission believes that an 
extension is warranted. 

a. EFFECTIVE DATE 

In the preamble to the proposed ban 
(at 42 TO 35887) the Commission pro¬ 
posed that the effective date of the ban 
be on the 30th day following issuance of 
any regulation. As of this date all contact 
adhesives, as defined in the proposal, 
would be banned hazardous products 
under section 8 of the CPSA. Including 
contact adhesives covered by the regula¬ 
tion that are in commerce on the effec¬ 
tive date. 

Several commentors requested that the 
effective date of the ban be extended be¬ 
yond the 30 day period set forth in the 
proposal. In order to avoid any hardships 
on distributors or retailers. 

Other commentors, manufacturers of 
contact adhesives, stated that they de¬ 
sired the ban to become effective im¬ 
mediately without delay. 

The Commission has considered the 
possible adverse economic impact of a 30 
day effective date on inventories of man¬ 
ufacturers. distributors, and retailers. 
In order to protect the consumer against 
any continued proliferation of the prod¬ 
uct covered by the ban. the Commission 
believes that, similar to the proposal, the 
ban should become effective as to prod¬ 
ucts that are manufactured or initially 
introduced into commerce on the 30th 
day following publication of the rule. 
This provision will prevent. In a short 
amount of time, manufacturers from 
manufacturing the banned product and 
will prevent manuaclurers from shipping 
the banned product to distributors, re¬ 
tailers. or consumers. However, in order 
to minimize any adverse effects of the 
ban on distributors or retailers with in¬ 
ventories of extremely flammable contact 
adhesives that would be frozen if these 
products were banned at an early effec¬ 
tive date, the Commission concludes that 
for distributors and retailers, the effec¬ 
tive date should be delayed. The proposal 
would have banned products In com¬ 
merce on the 30th day following pub¬ 
lication of the TO notice. The Commis¬ 
sion concludes that, as to any distrib¬ 
utors and retailers who have Inventories 
of products that were manufacturer or 
initially introduced Into commerce be¬ 
fore the 30th day, the bon should become 
effective on the 180th day following 
publication of the ban in the Federal 
Register. 

Commonly accepted industry estimates 
are that under normal circumstances 
there is approximately a six months 
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supply of all types of contact adhesives 
in the distribution chain. However, as a 
result of the Commission's regulatory ac¬ 
tivity, the Commission believes that 
there is less than the normal amount of 
extremely flammable contact adhesive in 
the chain of distribution at this time. 
Current inventories of distributors and 
retailers of extremely flammable contact 
adhesives have been reduced to one-half 
to two-thirds of previous normal levels. 
About 0.5-1.0 million gallons are esti¬ 
mated to be in the distribution chain for 
sale to consumers at this time. 

Therefore, the Commission declares be¬ 
low at 1 1302.4 that extremely flammable 
contact adhesives, as defined at f 1302.- 
3(b), which have been manufactured or 
initially introduced into commerce 30 or 
more days after publication of this rule 
are banned hazardous products. This 
means that a banned hazardous product, 
having been manufactured or initially 
Introduced Into commerce, retains its 
status as a banned hazardous product: 
thus, its subsequent sale, offering for 
sale, or distribution in commerce, is pro¬ 
hibited by any person in the chain of dis¬ 
tribution In addition, the Commission 
declares that all other extremely flam¬ 
mable contact adhesives, as defined at 
i 1302 3(b), no matter when manufac¬ 
tured or initially introduced into com¬ 
merce. are banned hazardous products 
180 or more days after publication of 
this rule. (As stated below In S 1302.3(d) 
of the rule. Initial introduction into 
commerce of this product occurs when 
the product is physically shipped from 
a manufacturer's facility to a distribu¬ 
tor. retailer, or consumer. 

In summary. 30 days after publication 
of this rule, manufacturers will be pro¬ 
hibited from manufacturing or shipping 
the product to distributors, retailers or 
consumers. Further, 180 days after pub¬ 
lication of this rule, distributors and re¬ 
tailers will be prohibited from selling, 
offering for sale, or distributing any of 
the described products, no matter when 
manufactured or initially introduced in¬ 
to commerce. 

One commentor claimed that applica¬ 
tion of the ban to products that are in 
commerce on the effective date of the 
ban would, as a practical matter, re¬ 
quire repurchase of banned hazardous 
products by the manufacturer from 
wholesalers, retailers, or consumers. 

Although it Is possible that persons in 
the chain of distribution, or consumers, 
may return extremely flammable con¬ 
tact adhesives to the manufacturer, such 
action would involve private contractual 
arrangements and is not required by the 
Commission. If such products are re¬ 
turned. the products may be resold for 
industrial or professional use or re¬ 
packaged in containers of one-half pint 
and smaller for distribution to con¬ 
sumers. The staggered effectiveness of 
the ban. with its delayed application to 
distributors and retailers, should min¬ 
imize the extent of returns to manu¬ 
facturers. 
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D. Findings 

1. CPS A Section 8. Sections 8 (1) and 
(2> of the CPSA require that, before is¬ 
suing a consumer product safety rule de¬ 
claring a product to be a banned haz¬ 
ardous product, the Commission shall 
find: (1) That the product presents an 
unreasonable risk of injury and (2) that 
no feasible safety standard can ade¬ 
quately protect the public from the un¬ 
reasonable risk of injury associated with 
the product. 

(a) Unreasonable risk of injury. This 
regulation is Intended to reduce or elimi¬ 
nate the unreasonable risk of injury of 
bums from explosive vapor Ignition and 
flashback fire associated with certain ex¬ 
tremely flammable contact adhesives. 
Having considered available Information 
(summarized at section 1302.5) concern¬ 
ing the degree and nature of the risk of 
injury associated with the product, in¬ 
cluding the frequency and severity of In¬ 
juries, as well as economic considera¬ 
tions of the ban, including potential ef¬ 
fects of the ban on the cost, utility, and 
availability of contact adhesive the Com¬ 
mission finds that the risk outweighs the 
effect of the rule on the cost, utility, and 
availability of the product. The Commis¬ 
sion concludes that extremely flammable 
contact adhesives in containers or more 
than one-half pint present an unrea¬ 
sonable risk of inlury of bums from ex¬ 
plosive vapor Ignition and flashback fire. 

In finding that extremely flammable 
contact adhesives present an unreason¬ 
able risk of injury the Commission has 
considered the following information 
concerning the risk of injury presented 
by these products: 

(i) Degree of the risk of injury pre¬ 
sented by extremely flammable contact 
adhesives. In October 1976. the Commis¬ 
sion's staff prepared a report entitled: 
Hazard Analysis of Contact Adhesive 
Fires. According to the Hazard Analysis, 
three factors that measure bum severity 
are percent of body burned, days hos¬ 
pitalized, and whether clothing ignition 
occurs. Injury data sources summarized 
in the Hazard Analysis reveal that con¬ 
tact adhesive fires often result in a high 
percent of body burned, result in many 
days hospitalized, and usually* involve 
clothing ignition bums. For example. 
35 of the Commission’s in-depth investi¬ 
gation reports between November 1967 
and July 1976 indicate that over two- 
thirds (32) of the 48 injured victims were 
hospitalized from their bums, that over 
half (19) of the 32 hospitalized victims 
sustained bums to 30 percent or more of 
their body area, and that five of the vic¬ 
tims died from their bums. Clothing ig¬ 
nited on over half (28> of the victims 
who sustained bum injuries. All except 
one of the victims whose clothing ignited 
were hospitalized (21) or died from their 
bums (6). The in-depth investigations 
summarized in the Hazard analysis re¬ 
veal that of the 14 victims who were 
treated and released, all sustained burns 
to their hands and arms. 

Since the Hazard Analysis on Contact 
Adhesives was completed in October, 
1976, there have been an additional ten 


in-depth investigations of Ares involving 
contact adhesives. These investigations 
show that the same types of contact ad¬ 
hesives, Ignition sources, resulting burn 
injuries, and accident sequences that in¬ 
volved this product are continuing to 
occur. 

The American Bum Association (ABA) 
participated in a special survey with the 
Commission to obtain an estimate of the 
incidence and severity of burns asso¬ 
ciated with the use of contact adhesive 
cements. In January 1976, the President 
of the ABA sent a letter to the 1,300 ABA 
members asking the members to record 
any thermal injuries or deaths that have 
occurred between January 1975 and 
March 1976 associated with contact ad¬ 
hesives. In November 1976. the Chairman 
of the ABA Committee on Bum Preven¬ 
tion submitted a statement to the Com¬ 
mission estimating that between 45 and 
125 contact adhesive related injuries are 
treated annually in hospital emergency 
rooms. Although ABA members reported 
an annual rate of 20 severe bum injuries 
for the January 1975 to March 1976 pe¬ 
riod. the actual rate of severe bum in¬ 
juries may be higher, since onlv approx¬ 
imately 400 hospitals, less than 10 per¬ 
cent of the country's short term hospitals, 
are represented in ABA membership. The 
results of the ABA survey, as reported 
by the ABA Chairman, showed that the 
injuries treated by members resulted in 
an average hospitalization of 42 days, al¬ 
most double the length of stav for all 
burn victims In special facilities for 
burns. According to the ABA Chairman, 
when a bum victim experiences such a 
lengthy stay, it is an indication of very 
severe injury and predicts a lengthy 
period of recuperation and potentially 
permanent physical and psychological 
consequences. 

The Hazard Analysis prepared by the 
Commission's staff also contains a sum¬ 
mary of the results of the ABA survey. 
According to the Commission's staff, the 
ABA survey revealed 33 incidents with 
sufficient details for analysis. Nine of 
the victims died from their bums and 
21 were hospitalized. The average body 
area burned was 40 percent. In addition, 
the victims’ clothing ignited on all ex¬ 
cept three of the 33 victims. 

The Hazard analysis also contains a 
summary of contact adhesive related fires 
in the National Fire Protection Asso¬ 
ciation’s (NFPA) Fire Incident Data Or¬ 
ganization (FIDO), a computerized flle 
of Are experience that includes data col¬ 
lected from 1971 to 1975. The NFPA flies 
contained reports of 38 Arcs from 1971 
to 1975. seven of which occurred In resi¬ 
dences. These seven Ares resulted in in¬ 
juries to fifteen persons and deaths to 
three persons. 

In addition to the above injury Infor¬ 
mation. the Hazard Analysis also indi¬ 
cates that the Commission has received 
three death certificates specifying the 
Involvement of an adhesive. 

According to the Hazard Analysis, after 
cases from the various data sources were 
verified as being mutually exclusive, at 
least 130 persons have been injured in 


contact adhesive fires since 1970. Fifteen 
of these persons subsequently died from 
the Injuries they sustained in these acci¬ 
dents. 

Technical analysis of extremely flam¬ 
mable contact adhesives by the Commis¬ 
sion’s staff indicates that the degree of 
the hazard associated with these prod¬ 
ucts Is such that as little as one pint 
of extremely flammable contact adhesive 
may produce a substantial explosion 
hazard. 

(U) Nature of the risk of Injury pre¬ 
sented by extremely flammable contact 
adhesives. Technical analysis of these 
substances by the Commission's staff in¬ 
dicates that extremely flammable con¬ 
tact adhesives have a low* flash point 
(20'F or below), a rapid evaporation 
rate (as a result of a high percentage of 
solvents. 70-90 percent by weight, a low 
percentage of solids. 10-30 percent by 
weight) and a low wet-viscosity (300- 
6.000 centlpolse at 70 degrees Fahrenheit 
when measured by an RVF Brookfield 
viscometer). 

Flash point, viscosity, low solid to high 
solvent ratio, evaporation rate, size of 
application area, and rate of application 
are factors which determine the poten¬ 
tial for creating an Ignitable vapor situ¬ 
ation. The rapid rate of evaporation of 
extremely volatile, low flash point sol¬ 
vents from extremely flammable contact 
adhesives is capable of creating a highly 
explosive atmosphere. The flammable 
nature of these contact adhesives is such 
that the vaporized solvents from these 
products can be ignited by a sparking 
electric motor or an overlooked pilot 
light in an area remote from the site of 
use. Analysis of actual Injury reports by 
the Commission's staff reveals that ex¬ 
tremely flammable contact adhesives 
have. In fact, been ignited by many igni¬ 
tion sources, including oven and stove 
pilot lights, water heater and fumacc 
pilot lights, electric space heaters (with¬ 
out any visible flame). sparks from a re¬ 
frigerator motor and a wall receptacle, 
and friction. Analysis of available injury 
reports has shown that these ignition 
sources are frequently located In areas of 
the house remote from the room in which 
the contact adhesive is being used. 

The possibility of ignition from a 
source in another room or another part 
of the house may well be overlooked by 
the public, in spite of warnings on the 
label of the product. Ignition of the 
vapors may result in a sudden, flash back 
fire from the source of vapor ignition to 
the container of adhesive, with little or 
no warning to the consumer and with 
the potential for serious or fatal Injury 
to the user or bystanders. The Injury 
Information available to the Commission 
shows that the vast majority of accidents 
occur while the product is being used for 
its intended purpose. The potential for 
serious injury, therefore appears to be 
present during normal use of the 
product. 

(ill) Adequacy of cautionary labeling 
under the FHSA. At the present time, ex¬ 
tremely flammable contact adhesives 
distributed in containers of more than 
one-half pint intended or suitable for 
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household use, must as a minimum bear 
the following cautionary labeling for the 
hazard caused by the extreme flamma¬ 
bility of the mixture: 

Danger 

Extremely Flammable 

Vapor* May Cauae Flash Fire 
Vapors May Ignite Explosively 

Prevent buildup of vapors—open all win¬ 
dows and doors—use only with cross-ventila¬ 
tion. 

Keep away from heat, sparks and open 
flames. 

Do not smoke, extinguish all flames and 
pilot lights, and turn off stoves, heaters, elec¬ 
tric motors, and other sources of ignition 
during use and until all vapors are gone. 

Close container after use. 

Keep out of reach of children. 

This cautionary labeling is presently 
required as a result of a labeling regula¬ 
tion, issued under the FHSA and found 
at 16 CFR 1500.133. However, an analy sis 
prepared by the Commission staff of the 
available injury data indicates that In 
spite of the cautionary labeling, acci¬ 
dents have continued to occur, indicting 
serious injuries In much the same man¬ 
ner as those accidents that occurred 
prior to the issuance of the 1970 labeling 
regulation. The in-depth investigation 
reports indicate that flammability warn¬ 
ing labels were present on the contact 
adhesive in 31 of the total 35 cases (it is 
unknown whether flammability labeling 
was present in the other four cases). 
However, when the in-depth cases were 
analyzed by the Commission staff to de¬ 
termine if the user either read, compre¬ 
hended. or observed the cautionary label, 
only eight of the 36 adult users stated 
that they had actually read the contact 
adhesive level. 

Although in the injury reports avail¬ 
able to the Commission, many persons 
stated that they thought they had taken 
the necessary precautions, the in-depth 
investigations indicate that most of the 
victims were unaware of the dangers of 
extremely flammable contact adhesives 
in spite of the cautionary labeling. Al¬ 
though many users reported that they 
had previously used contact adhesives 
(the in-depth injury investigation re¬ 
ports showed that many of the Injured 
were in the building construction trade) 
and stated that they were aware the con¬ 
tact adhesives were flammable, the users 
apparently underestimated the hazards 
associated with the product, in spite of 
existing cautionary labeling. 

Based on currently available injury in¬ 
formation. it may reasonably be conclud¬ 
ed that the present labeling require¬ 
ments recommend protective measures 
that are unlikely to be followed in prac¬ 
tice, For example, on the day of the ac¬ 
cident, tile user may take some precau¬ 
tions. yet may overlook an unsuspected 
ignition source with disastrous conse¬ 
quences. Or, as another example, the 
currently required labeling directs the 
user to open all windows and doors to 
prevent buildup of vapors. However, in 
winter time, or in cold areas of the coun¬ 
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try. consumers may be less likely to fol¬ 
low this recommendation, or may follow 
the recommendation but use a space 
heater, presenting an Ignition source. 

The cautionary labeling presently re¬ 
quired could be revised to include more 
explicit and graphic warnings. However, 
as a result of the degree and nature of 
the risk of injury presented by the prod¬ 
uct, this labeling would also provide in¬ 
adequate protection to the public. The 
degree and nature of the risk of Injury 
is such that a bystander or visitor could 
present an ignition source resulting in an 
accident. (In one in-depth investigation, 
a co-worker standing nearby struck a 
match to light a cigarette, causing the 
contact adhesive vapors to ignite). Since 
the bystander or visitor w r ou)d not nor¬ 
mally have an opportunity to read the 
warning label on the product, additional 
labeling would not benefit these potential 
victims. 

(b) No Feasible Safety Standard. The 
Commission finds that there is no known 
technology that, when applied to con¬ 
tact adhesives, as defined in the rule, 
ivould adequately protect the public. The 
Commission believes that any product 
having the characteristics set forth in 
the rule at 16 CFR 1302.3 would present 
an unreasonable risk of injury from ex¬ 
plosive vapor ignition and flashback fire. 

Although a standard under the CPSA 
may require a product to bear warnings 
or instructions, the Commission, at 
1 1303.5 of this rule, has discussed why 
present cautionary labeling is inade¬ 
quate and has discussed why modifica¬ 
tion of the present cautionary labeling 
or additional cautionary labeling would 
not adequately protect the public. 

For these reasons, the Commission de¬ 
termines that there Is no feasible con¬ 
sumer product safety standard under the 
CPSA that would adequately protect the 
consumer from the unreasonable risk of 
injury associated with contact adhesives 
within the scope of this rule. 

2. CPSA Section 9(b). Section 9(b) of 
the CPSA. 15 U.S.C. 2058(b). as amended 
requires the Commission to consider and 
take into account in the promulgation of 
a rule the special needs of elderly and 
handicapped persons to determine the 
extent to which such persons may be ad¬ 
versely affected by such rule. The Com¬ 
mission has considered these needs and 
has determined that no adverse effect 
on elderly or handicapped persons will 
result from this regulation. It is in the 
best interest of the entire public, includ¬ 
ing the elderly and handicapped, that 
the contact adhesives covered by this 
rule be banned. There are substitute 
products available at a minimal cost in¬ 
crease that closely parallel the perform¬ 
ance characteristics of the products sub¬ 
ject to this ban. 

3. CPSA Section 9(c). Section 9<c> of 
the CPSA requires that prior to promul¬ 
gating a consumer product safety rule 
the Commission shall consider and shall 
make certain appropriate findings for 
Inclusion in such a rule. The findings 
required by section 9(c) of the Act have 
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been made by the Commission and are 
incorporated in f 1302.5 of the rule below. 

E. Environmental Impact of the Ban 

Based on its environmental assess¬ 
ment. the Commission believes that the 
ban will not significantly affect the en¬ 
vironment and that no environmental 
impact statement is necessary. 

In the preamble to the proposed regu¬ 
lation the Commission stated that a ques¬ 
tion had been raised concerning the car¬ 
cinogenicity of chlorinated compounds 
that might be used in the manufacture 
of substitute contact adhesive products. 
The Commission solicited and received 
comments on this aspect. As stated ear¬ 
lier in this Federal Register notice, pres¬ 
ently available Information Is Inconclu¬ 
sive on the issue whether these 
chlorinated compounds are carcinogens. 

The environmental assessment Is avail¬ 
able for review in tlio Office of the Secre¬ 
tary' of the Commission. 

F. Conclusion 

Having considered the published pro¬ 
posal. the oral and written responses to 
the proposal, and other relevant mate¬ 
rial. the Commission issues a ban of cer¬ 
tain extremely flammable contact ad¬ 
hesives as set forth below\ 

Therefore, pursuant to the provisions 
of the Consumer Product Safety Act 
Act (secs. 8 and 9. 86 Stat. 1215-1217, as 
amended. 90 Stat. 506, 15 U.SC. 2057, 
2058) a new Part 1302 is added to Title 
16. Chapter H. Subchapter B as follows: 
Sec. 

1302.1 Scope and application. 

13022 Purpose. 

1302.3 Definitions. 

1302 4 Banned hazardous products. 

13025 Findings 
1302 6 Effective date. 

Auuioamr: Secs. 8. 9; 86 Stat. 1215-1217 as 
amended; 00 Stat. 506; <15 UB.C 2057. 2058). 

§ 1302.1 Scope ami application. 

(a) In this Part 1302 the Consumer 
Product Safety Commission (Commis¬ 
sion) declares extremely flammable con¬ 
tact adhesives and similar liquid or semi- 
liquid consumer products to be banned 
hazardous products under sections 8 and 
9 of the Consumer Product Safety Act 
(CPSA) <15 UB.C. 2057 and 2058>. This 
ban applies to those extremely flammable 
contact adhesives and similar liquid or 
semiliquid consumer products, as defined 
in 1 1302.3(b). which are In commerce 
or are being distributed in commerce on 
or after the effective date of this regula¬ 
tion. and which are consumer products 
‘as defined in section 3(a) of the Act (15 
U.S.C. 2052) customarily produced or 
distributed for sale to, or for the personal 
use, consumption or enjoyment of con¬ 
sumers in or around a permanent or 
temporary household or residence, a 
school, in recreation or otherwise. 

<b) An extremely flammable contact 
adhesive as defined in i 1302.3<bJ is a 
banned hazardous product if the manu¬ 
facturer. distributor, or retailer cus¬ 
tomarily produces or distributes the 
product for sale to, or use by consumers. 
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or If the manufacturer, distributor, or re¬ 
tailer fosters or facilitates the product’s 
sale to. or use by. consumers. For exam¬ 
ple. contact adhesives available in retail 
stores, such as lumber yards or hardware 
stores, for sale to consumers would be 
included In the scope of the ban even 
though such outlets may sell such prod¬ 
ucts primarily to industrial or profes¬ 
sional users. The manufacturer who mar¬ 
kets an extremely flammable contact ad¬ 
hesive which would be subject to the 
ban if sold to consumers has the respon¬ 
sibility for determining the distribution 
and use patterns of its product and for 
taking all reasonable steps to ensure that 
the product is not made available for sale 
to consumers. The test of whether a con¬ 
tact adhesive is banned shall be whether 
the product, under any customary or 
reasonably foreseeable condition of dis¬ 
tribution. or sale, is made available for 
purchase by consumers. 

(c) Contact adhesives that are labeled 
as. marketed, and sold solely for indus¬ 
trial or professional use are not within 
the scope of tills ban. However, merely 
labeling a contact adhesive for indus¬ 
trial or professional use only would not 
exclude such products from this ban. In 
addition, packaging a contact adhesive 
In a large size container would not in 
itself exclude the product from this ban. 

<d> The Commission has found that 
the contact adhesives covered by this 
ban are being, or will be distributed in 
commerce; and present an unreason¬ 
able risk of Injury; and that no feasible 
consumer product safety standard under 
the CPSA would adequately protect the 
public from the unreasonable risk of 
injury associated with these products. 

§ 1302.2 Ptirpotr. 

The purpose of this rule is to ban ex¬ 
tremely flammable contact adhesives 
which have been found to present an 
unreasonable risk of Injury to consumers 
of bums resulting from explosive vapor 
ignition and flashback Are. 

§ 1302.3 Driin it ion*. 

<a» The dcAnltions in section 3 of the 
Consumer Product Safety Act <15 U.8.C. 
2052> apply to tills Part 1302. 

<b> The term extremely Aammable 
contact adhesive and similar liquid or 
semiliquid consumer products means 
consumer products that have each of 
the following product characteristics: 

< 1 > Show a Hash point at or below 20 
degrees Fahrenheit as determined by 
the Tagliabue open-cup test method pre¬ 
scribed by 16 CFR 1500.43; and 

<2) Are intended to be applied to two 
surfaces to be bonded together and al¬ 
lowed to dry partially until there is 
little residual tack, and adhere to them¬ 
selves Instantaneously when the coated 
surfaces are Joined under low* or mod¬ 
erate pressure; and 

(3) Are composed of a high percent¬ 
age <70-00 percent by weight) of sol¬ 
vents and a low percentage of solids 
<10-30 percent by weight); and 

<4 > Are substances that are non¬ 
aerosols and are free-flowing, having 
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a wet viscosity within the range of 300- 
6.000 centipoise at 70 degrees Fahren¬ 
heit when measured by an RVF Brook¬ 
field viscometer; and 

(5) Are packaged in containers of 
more than one-half pint. 

<c> The term “flash point” means the 
lowest temperature corrected to a pres¬ 
sure of 101 2 RPa <1013 millibars) of a 
substance at which application of an 
ignition source causes the vapor above 
the substance to ignite under specified 
conditions of test. A blue light <btue 
halo) or other colored light which some¬ 
times surrounds the test flame should 
not be confused with the true ignition 
of the vapors (flash point). 

<d) “Initial introduction into com¬ 
merce” occurs when the manufacturer 
ships a product covered by this regula¬ 
tion from a facility of the manufacturer 
to a distributor, retailer, or consumer. 

§ 1302.4 Banned linznrduti* product*. 

Any extremely flammable contact ad¬ 
hesive and similar liquid or semiliquid 
consumer product as defined in i 1302 3 
<b)* which has been manufactured or 
initially introduced into commerce after 
January 17. 1978. is a banned hazardous 
product. In addition, any other ex¬ 
tremely flammable contact adhesive and 
similar liquid or semiliquid consumer 
product, as defined in 9 1302.3(b), no 
matter when manufactured or initially 
Introduced into commerce, is a banned 
hazardous product after June 13. 1978. 

§ 1302.5 Finding*. 

<a> The degree and nature of the risk 
of injury. The Commission finds that the 
risk of injury which this regulation is 
designed to eliminate or reduce is the risk 
of injury of bums from explosive vapor 
ignition and flashback fire associated 
with extremely flammable contact adhe¬ 
sives as defined in this rule. 

<1> Degree of the risk of injury pre¬ 
sented by extremely flammable contact 
adhesives . (i) In October 1976, the Com¬ 
mission’s staff prepared a report entitled 
Hazard Analysts on Contact Adhesive 
Fires. According to the Hazard Analysis, 
three factors that measure burn severity 
are percent of body burned, days hospi¬ 
talized. and whether clothing ignition oc¬ 
curs. Injury data sources summarized in 
the Hazard Analysis reveal that contact 
adhesive fires often result in a high per¬ 
cent of body burned, result in many days 
hospitalized, and usually involve clothing 
ignition burns. 

(11) The American Bum Association 
(ABA) participated in a special survey 
with the Commission to obtain an esti¬ 
mate of the incidence and severity of 
bums associated with the use of contact 
adhesive cements. In January 1976, the 
President of the ABA sent a letter to the 
1,300 ABA members asking the members 
to record any thermal Injuries or deaths 
that have occurred between January 1975 
and March 1976 associated with contact 
adhesives. In November 1976, the Chair¬ 
man of the ABA Committee on Bum 
Prevention submitted a statement to the 
Commission estimating that between 45 


and 125 contact adhesive related injuries 
are treated annually in hospital emer¬ 
gency rooms. Although ABA members re¬ 
ported an annual rate of 20 severe bum 
injuries for the January 1975 to March 
1976 period, the actual rate of severe 
bum injuries may be higher, since only 
approximately 400 hospitals, less than 10 
percent of the country’s short-term hos¬ 
pitals, are represented in ABA member¬ 
ship. The results of the ABA survey, as 
reported by the ABA Chairman, showed 
that the injuries treated bv members re¬ 
sulted in an average hospitalization of 42 
days, almost double the length of stay for 
all bum victims in special facilities for 
bums. According to the ABA Chairman, 
when a bum victim experiences such a 
lengthy stay, it is an indication of very 
severe injury and predicts a lengthy pe¬ 
riod of recuperation and potentially per¬ 
manent physical and psychological con¬ 
sequences. 

(Ui) The Hazard Analysis prepared by 
the Commission’s staff also contains a 
summary of the results of the ABA sur¬ 
vey. According to the Commission’s staff, 
the ABA survey revealed 33 incidents 
with sufficient details for analysis. Nine 
of the victims died from their bums and 
21 w*ere hospitalized. The average body 
area burned was 40 percent. In addition, 
the victims' clothing ignited on all ex¬ 
cept three of the 33 victims. 

<iv) The Hazard Aanalysis also con¬ 
tains a summary of contact adhesive re¬ 
lated fires in the National Fire Protec¬ 
tion Association’s <NFPA> Fire Incident 
Data Organization (FIDO), a computer¬ 
ized flic of fire experience that includes 
data collected from 1971 to 1975. The 
NFPA flies contained reports of 38 fires 
from 1971 to 1975, seven of which oc¬ 
curred in residences. These seven fires 
resulted in injuries to fifteen persons and 
deaths to three persons. 

<v> In addition to the above injury 
information, the Hazard Analysis also 
Indicates that the Commission has re¬ 
ceived three death certificates specifying 
the involvement of an adhesive. 

< vt) According to the hazard analysis, 
after cases from the various data sources 
were verified as being mutually exclu¬ 
sive at least 130 persons have been In¬ 
jured in contact adhesive fires since 1970. 
Fifteen of these persons subsequently 
died from the injuries they sustained in 
these accidents. 

(Vll) Technical analysis of extremely 
flammable contact adhesives by the 
Commission’s staff indicates that the de¬ 
gree of the hazard associated with these 
products is such that as little as one 
pint of extremely flammable contact ad¬ 
hesive may produce a substantial explo¬ 
sion hazard. 

(2) Nature of the risk of injury pre¬ 
sented by flammable contact adhesives . 
<i) Technical analysis of these sub¬ 
stances by the Commission’s staff indi¬ 
cates that extremely flammable contact 
adhesives have a low flash point <20“F or 
below), a rapid evaporation rate (as a 
result of a high percentage of solvents. 
70-90 percent by weight, a low percent¬ 
age of solids, 10-30 percent by weight)» 
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and a low wet-viscosity ( 300-6.000 ccntl- 
poise when measured by an RVF Brook¬ 
field viscometer). 

(ti> Plash point, viscosity, low solid 
to high solvent ratio, evaporation rate, 
size of the application area, and rate 
of application are factors which deter¬ 
mine the potential for creating an ignit- 
able vapor situation. Hie rapid rate of 
evaporation of extremely volatile, low 
flash point solvents from extremely flam¬ 
mable contact adhesives Is capable of 
creating a highly explosive atmosphere. 
The flammable nature of these contact 
adhesives is such that the vaporized sol¬ 
vents from these products can be ignited 
by a sparking electric motor or an over¬ 
looked pilot light In an area remote from 
the site of use. Analysis of actual injury 
reports by the Commission's staff reveals 
that extremely flammable contact adhe¬ 
sives have, in fact, been ignited by many 
Ignition sources including oven and stove 
pilot lights, water heater and furnace 
pilot lights, electric space heaters (with¬ 
out any visible flame), sparks from a 
refrigerator motor and a wall receptacle, 
and friction. Analysis of available injury 
reports has shown that these ignition 
sources are frequently located in areas of 
the house remote from the room in which 
the contact adhesive is being used. 

(ill) The possibility of ignition from a 
source in another room or another part 
of the house may well be overlooked by 
the public, in spite of warnings on the 
label of the product. Ignition of the 
vapors may result in a sudden, flash back 
fire from the source of vapor ignition to 
the container of adhesive with little or 
no warning to the consumer and with 
the potential for serious or fatal injury 
to the user or bystanders. The injury 
information available to the Commis¬ 
sion shows that the vast majority of ac¬ 
cidents occur while the product is being 
used for its intended purpose. The po¬ 
tential for serious injury, therefore, ap¬ 
pears to be present during normal use of 
the product. 

(iv> Although the Commission has in 
the past required the extremely flamma¬ 
ble contact adhesives now subject to this 
ban to bear minimum cautionary label¬ 
ing for the hazard caused by the extreme 
flammability of the mixture, the Com¬ 
mission finds that this cautionary label¬ 
ing is Inadequate to protect the publi:. 
An analysis prepared by the Commission 
staff of the available Injury data indi¬ 
cates that In spite of the cautionary la¬ 
beling. accidents have continued to 
occur. Inflicting serious injuries in much 
the same manner as those accidents that 
occurred prior to the issuance of the 1970 
labeling regulation. The cautionary la¬ 
beling presently required could be revised 
to include more explicit and graphic 
warnings. However, as a result of the 
degree and nature of the risk of injury 
presented by the product, this labeling 
would also provide inadequate protec¬ 
tion to the public. The degree and nature 
of the risk of Injury is such that a by¬ 
stander or visitor could present an igni¬ 
tion source resulting in an accident. 
Since the bystander or visitor would not 
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normally have an opportunity to read the 
warning label on the product, additional 
labeling would not benefit these poten¬ 
tial victims. The possibility of ignition 
from a source in another room or another 
part of the house may well be overlooked 
by the public, in spite of warnings on the 
label of the product. 

(b> Products Subject to this Ban. (1) 
The produ:ts banned by this rule are 
listed in 5 1302.1. 

<2> The Commission finds that the 
types of products subject to this ban 
are those contact adhesives that are ex¬ 
tremely flammable and are packaged in 
containers of more than one-half pint. 
The average annual consumption of all 
types of contact adhesives in the United 
States is estimated at approximately 25 
million gallons. Of this, it is estimated 
that 4-5 million gallons are sold in con¬ 
tainers of 1 gallon or less, the sizes con¬ 
sumers generally buy. Professional users 
are estimated to purchase about half of 
the contact adhesives in this size range 
with most purchases probably of gallon 
containers. Therefore, consumers prob¬ 
ably purchase 2-2.5 million gallons of all 
conta:t adhesives, most of which is es¬ 
timated to be in quart containers, and 
a smaller amount in containers of one 
pint or less. 

<3> In early 1976. contact adhesive 
sales were estimated as 80 percent ex¬ 
tremely flammable. 10 percent chlori¬ 
nated-solvent based, and 10 percent 
water-based. Since that time, a flamma¬ 
ble petroleum solvent based contact ad¬ 
hesive has been developed and there has 
been a trend away from extremely flam¬ 
mable to flammable and nonflammable 
for consumer use. Although this trend is 
evident, reliable estimates of current 
market shares are not available. A rough 
estimate would be that perhaps 50 per¬ 
cent of contact adhesives in container 
sizes of more than one-half pint to 1 
gallon are extremely flammable. 

(s) Need of the public for the products 
and effects of the rule on their utility, 
cost, and availability. 

<1 > The need for contact adhesives. 
Contact adhesives are used primarily for 
bonding plastic laminates to counter and 
table tops, for applying tile board to 
walls, and for applying some types of 
flooring. Other uses include bonding met¬ 
als. wood, leather, linoleum, tiles, rubber 
and plastics. Contact adhesives may also 
be used in furniture construction and re¬ 
pairs. There are contact adhesives avail¬ 
able other than the extremely flammable 
type and other alternatives to contact 
adhesives that consumers can use. 

(2) Probable effects of the ban on the 
utility of contact adhesives . Of the three 
general types of contact adhesive other 
than extremely flammable contact ad¬ 
hesives, flammable and non-flammable 
(chlorinated) contact adhesives have 
about the same general performance 
characteristics as extremely flammable 
contact adhesives Therefore, because 
these two products are available to the 
public, the Commission believes the ban 
will have little Impact on the utility of 
contact adhesives. In terms of perform - 
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ance characteristics, there is little dif¬ 
ference between flammable and ex¬ 
tremely flammable contact adhesives. Al¬ 
though the extremely flammable prod¬ 
uct requires approximately 10 minutes of 
drying time before the item can be 
bonded, the flammable product requires 
about 20 minutes. This difference in 
time is not likely to be significant for 
most consumers who do ordinary home 
improvement or repair work. The per¬ 
formance characteristics of non-flam¬ 
mable chlorinated based contact ad¬ 
hesives are similar to those of the ex¬ 
tremely flammable type for most appli¬ 
cations. Non-flammable chlorinated 
based contact adhesives may be unac¬ 
ceptable for applications involving 
leather. Water based contact adhesives 
may not be as satisfactory* in terms of 
performance characteristics, as the other 
contact adhesives. The drying time for 
water-based contact adhesives varies 
with humidity. Although manufacturers 
of water-based neoprene contact ad¬ 
hesives claim that their products will dry 
in 30 minutes, for most of the country a 
drying time from one to four hours is 
probably more realistic. It is possible that 
the adhesive will never dry in some areas 
of the country with very high humidity. 
The time needed for the adhesive to ad¬ 
here after Joining (open time) will also 
vary with the humidity. Water-based 
acrylic contact adhesives are similar to 
neoprene type adhesives in terms of the 
effect of humidity on drying time. The 
neoprene and acrylic based adhesives are 
not completely satisfactory for binding 
some substances with non-porous sur¬ 
faces, such as metals. In addition, the 
water in these adhesives might have an 
adverse effect on leather. Neoprene 
water-based adhesives may become un¬ 
stable If frozen and thawed several times. 
Tills may occur during shipping or stor¬ 
age in some areas of the country during 
deaths associated with the extremely 
winter. To the extent that injuries and 
flammable contact adhesives are reduced 
or eliminated as a result of the ban. the 
utility of contact adhesives will be in¬ 
creased. 

(3) Probable effects of the ban upon 
the cost of contact adhesives. For gallon 
containers, the Commission estimates 
that the contact adhesives available as 
substitutes for the extremely flammable 
type may cost in the range of $1-46 
more than the extremely flammable 
type. Although a gallon of extremely 
flammable contact adhesive may cost 
$7.50-$10.50. a gallon of flammable con¬ 
tact adhesive may cost from $8-$ll. a 
gallon of nonflammable chlorinated 
base contact adhesive may cast from $12- 
$15. a gallon of water-based neoprene 
contact adhesive may cost from $11-$16, 
and a gallon of water-based acrylic con¬ 
tact adhesive may cost from S10-415. 

(4> Probable effect of the ban on the 
availability of contact ad/iesires to meet 
the. need of the public. The Commission 
estimates that the ban will not have 
any effect on the availability or use of 
contact adhesives Manufacturers are 
most likely to switch production to flam- 
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mablc petroleum-based and to 1,1,1,- 
trichloroethane (l.l.l.-TCE) based or 
water-based contact adhesives. 

<d> Alternatives. (1) The Commission 
has considered other means of achieving 
the objective or this rule, such as label¬ 
ing. but has found none that would 
achieve the objective of this ban. con¬ 
sistent with the public health and safety. 

(2» The Commission believes that any 
adverse effects of the ban should be min¬ 
imal and would be expected to be con¬ 
fined to some shift in distribution pat¬ 
terns to accommodate professional users, 
including methods of distinguishing be¬ 
tween professional users and consumers. 

<3> The Commission finds that com¬ 
petition should not be significantly 
affected by this rule. 

(e) Conclusion. The Commission finds 
that this rule. Including its effective date, 
is reasonably necessary to eliminate or 
reduce the unreasonable risk of injury 
of bums from explosive vapor ignition 
and flashback fire that is associated with 
the banned products described in I 1302.- 
3<b). The Commission also finds that 
tssu&nce of the rule is In the public inter¬ 
est. The Commission also finds that no 
feasible consumer product safety stand¬ 
ard under the act nvould adequately pro¬ 
tect the public from the unreasonable 
risk of injury associated with the prod¬ 
uct. 

§ 1302.6 Effective dale. 

This rule becomes effective January 
18. 1978. 

Effective date: January 18. 1978. 

(Secs. 8. e. 86 Stat. 1215-1217, is amended 90 
Stat. 506 (15 U.S.C. 2057, 2058).) 

Dated: December 13. 1977. 

Richard E. Rapps. 

Secretary, Consumer 
Product Safety Commission. 

|FR Doc 77-36116 Filed 12-16-77;6 45 am) 


[ 6355-01 ] 

SUBCHAPTER C— FEDERAL HAZARDOUS 
SUBSTANCES ACT REGULATIONS 

PART 1500—HAZARDOUS SUBSTANCES 
AND ARTICLES: ADMINISTRATION AND 
ENFORCEMENT REGULATIONS 

Certain Extremely Flammable Contact 
Adhesives: Labeling Addressing the 
Explosive Vapor Ignition and Flashback 
Fire Hazard Associated With These 
Substances 

AGENCY: Consumer Product Safety 
Commission. 

ACTION: Pinal rule. 

SUMMARY: The CommLssion issues an 
amendment revoking a regulation under 
the Federal Hazardous Substances Act 
stating minimum cautionary labeling to 
address the explosive vapor ignition and 
flashback fire hazard associated with ex¬ 
tremely flammable contact adhesives in 
containers over one-half pint. The 
amendment provides that the FHSA reg¬ 


ulation will not be applicable after June 
13. 1978. This amendment is necessary 
because elsewhere in this issue of the 
Federal Register the Commission issues 
a new regulation under the Consumer 
Product Safety Act banning certain ex¬ 
tremely flammable contact adhesives 
that are manufactured or initially in¬ 
troduced into commerce after January 
17. 1978. The Federal Register notice 
also bans after June 13. 1978, all other 
extremely flammable contact adhesives, 
as defined in the ban. no matter when 
manufactured or Introduced in com¬ 
merce. 

EFFECTIVE DATE: The amendment is¬ 
sued below is effective June 14. 1978. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Michael J. Olddlng. Directorate for 

Compliance and Enforcement. Con¬ 
sumer Product Safety Commission, 

Washington. DC. 20207, telephone: 

301-492-6617. 

SUPPLEMENTARY INFORMATION: 

On July 13. 1977, by publication of a 
notice in the Federal Register (42 FR 
35983), the Commission proposed a rule 
under section 8 of the Consumer Prod¬ 
ucts Safety Act <CPSA>. 15 U.S.C. 2057. 
declaring “extremely flammable" con¬ 
tact adhesives and similar consumer 
products In containers of more than one- 
half pint to be banned hazardous prod¬ 
ucts as a result of the risk of bums from 
explosive vapor ignition and flashback 
fire associated with these products. At 
the same time the Commission proposed 
to revoke the existing regulation (16 CFR 
1500.133 > under the Federal H&zarodus 
Substances Act (FHSA), 15 U.S.C. 1264- 
1274, specifying minimum cautionary la¬ 
beling under section 2(p> of the FHSA 
for these products. 

Elsewhere in this issue of the Federal 
Register the Commission has published 
a final rule declaring certain extremely 
flammable contact adhesives that have 
been manufactured or Initially intro¬ 
duced into commerce after January 17, 
1978, to be banned hazardous products. 
The Federal Register notice also pro¬ 
vides that all other extremely flammable 
contact adhesives, as defined in the rule, 
no matter when manufactured or ini¬ 
tially Introduced into commerce, are 
banned products after June 13. 1978. 
8ince all of the products covered by this 
rule are banned hazardous products 180 
days following publication of the rule, 
the Commission believes that It is un¬ 
necessary to retain a labeling provision 
under the FHSA for products that are 
also banned hazardous products under 
the CPSA However, since products that 
have been manufactured or initially in¬ 
troduced into commerce before the 30th 
day following publication of the ban are 
not banned until the 180th day follow¬ 
ing publication of the ban. the Commis¬ 
sion concludes that the present labeling 
requirements for these products should 


remain in effect until these products be¬ 
come banned hazardous products. Thus, 
this rule revoking the present labeling re¬ 
quirements does not become effective 
until 180 days following publication of 
the final ban, nt which time all products 
covered by the ban are banned hazardous 
products. 

Since the purpose of this nmendment 
is to eliminate the possibility of confu¬ 
sion concerning labeling of products that 
are banned, the amendment is condi¬ 
tional upon Part 1302 continuing in force 
and effect. If nt any time any require¬ 
ment of Part 1302 relating to products 
within the scope of 16 CFR 1500.133 is 
stayed, revoked, or set aside by Judicial 
or other action, the amendment revok¬ 
ing 16 CFR 1500.133 is withdrawn, and a 
Federal Register notice will be issued re¬ 
instating the appropriate portions of 16 
CFR 1500.133. 

This amendment has no effect on cau¬ 
tionary labeling required under section 
2(p> of the FHSA for extremely flamma¬ 
ble contact adhesives that are packaged 
in containers one-half pint and smaller 
or for flammable contact adhesives in all 
size containers. This amendment has no 
effect on any other labeling requirement 
under the FHSA for other products not 
within the scope of the Commission’s ban 
at Part 1302. 

Amendment 

Accordingly, pursuant to provisions of 
the FHSA (secs. 2(f)(1)(A). (p),74 Stat. 
372. 373. as amended 80 8tat. 1304-1305. 
15 US.C. 1281(f)(1) (A), (p); sec. 10(a). 
74 Stat. 378. 15 U.S.C- 1269: and under 
authority vested In the Commission by 
the Consumer Product Safety Act (sec. 
30(a), 86 Stat, 1231. 15 U.SC. 2079(a)); 
the Commission amends 16 CFR 1500.133 
by addhig a new paragraph (e> as fol¬ 
lows: 

§ 1500.133 Extremely flammable con- 
tad ndltrftivr*; labeling. 


(e> Since the Commission has Issued a 
regulation banning under the Consumer 
Product Safety Act extremely flammable 
contact adhesives covered by this label¬ 
ing regulation (sec. 16 CFR Part 1302). 
paragraphs (a). <b», <c> and (d> of this 
section are revoked as to the subject 

products after June 13.1978. 

• 

This amendment is conditional upon 
Purt 1302 continuing in full force and 
effect. 

(Seca. 2(f)(1)(A), <p). 74 Stat. 372. 373, ax 
amended 80 Stat. 1304-1305. (15 U S.C. 1261 
(f)(1)(A). (p)); sec. 10(a). 74 SUt. 378. 15 
(L8C. 1269, sec 30(a). 86 SUt. 1231, (15 
UA-C. 2079(a)).) 

Effective date: The amendment is ef¬ 
fective June 14, 1978. 

Dated: December 13. 1977. 

Richard E. Rapps, 
Secretory, Consumer 
Product Safety Commission. 

|PR Doc 77-36107 Filed 12 16-77.8 45 am| 
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[ 4210 - 01 ] 

Title 24—Housing and Urban Development 
CHAPTER VIII—LOW INCOME HOUSING, 
DEPARTMENT OF HOUSING AND URBAN 
DEVELOPMENT 

(Docket No R 77-493] 

PART 812—DEFINITION OF FAMILY AND 
OTHER RELATED TERMS; OCCUPANCY 
BY SINGLE PERSONS 

AGENCY; Office of the Assistant Secre¬ 
tary for Homing—Federal Housing Com¬ 
missioner, HUD. 

ACTION: Final rule. 

SUMMARY: This deletes, in Accordance 
with provisions of the Appropriations 
Act for Fiscal Year 1978. the provisions of 
Part 812 defining the conditions under 
which two or more persons are eligible 
for admission to housing assisted under 
the United States Housing Act of 1937. 

EFFECTIVE DATE: December 19. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Edward Whipple. Chief. Rental and 
Occupancy Branch, 202-755-8596, U.8. 
Department of Housing and Urban De¬ 
velopment. 451 7th Street SW.. Wash¬ 
ington. DC. 20410. 

SUPPLEMENTARY INFORMATION: 
On May 9. 1977, HUD promulgated a 
final rule establishing a uniform defini¬ 
tion of the term “Family*' for all housing 
assisted under the United States Hous¬ 
ing Act of 1937. Tills definition included 
provisions (at 8 812.2(d)(1)) clarifying 
the circumstances under which two or 
more persons could qualify as a family 
eligible for assistance. The Congress has. 
however, subsequently prohibited the ap¬ 
plication of these regulatory provisions 
to contract and budget authority appro¬ 
priated for Fiscal Year 1978 (Depart¬ 
ment of Housing and Urban Develop¬ 
ment—Independent Agencies Appropria¬ 
tion Act 1978. section 408). In view of 
this Congressional action, the Depart¬ 
ment is immediately deleting the lan¬ 
guage of $ 812.2(d) (1) as promulgated 
on May 9.1977. 

The regulations for the various pro¬ 
grams under section 8 of the U.8. Hous¬ 
ing Act of 1937 (Parts 880. 881. 882. 883 
and 886 of this Chapter) are being 
amended simultaneously to reflect this 
amendment to 8 812.2(d). 

A Finding of Inapplicability respecting 
the National Environmental Policy Act 
of 1969 has been made in accordance 
with HUD procedures. In addition, a 
Finding of Inapplicability of inflationary 
impact statement requirements has been 
made In accordance with HUD proce¬ 
dures. Copies of the Findings of Inappli¬ 
cability will be available for public in¬ 
spection during regular business hours 
at the Office of the Rules Docket Clerk, 
Office of the Secretary, Room 5218, De¬ 
partment of Housing and Urban Devel¬ 
opment, 451 7th Street SW„ Washing¬ 
ton, D C. 20410. 


j 
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Accordingly. {812.2(d) of Title 24 
CFR Is amended to read as follows: 

g 812.2 Definition*. 

• • • • • 

<d> Family. “Family" includes, but is 
not limited to, (1) an Elderly Family or 
Single Person as defined in this part. (2) 
the remaining member of a tenant fam¬ 
ily, and (3) a Displaced Person. 


(Sec. 7(d), Department of HUD Act (42 
UBC. 3535(d)); United State* Housing Act 
of 1937 (42 U8.C, 1437 ct *eq ): Department 
of Housing and Urban Development—Inde¬ 
pendent Agencies Appropriation Act 1978. 
section 408.) 

Not*. —It Is hereby certified that the eco¬ 
nomic and Inflationary Impacts of this Regu¬ 
lation have been carefully evaluated In ac¬ 
cordance with Executive Order 11821. 

Issued at Washington, D.C., Decem¬ 
ber 2.1977. 

Morton Bsruch. 

Deputy Assistant Secretary for 
Housing — Deputy Federal 
Housing Commissioner . 

|FR Doc.77-36152 Filed 13-16-77:8:45 om| 
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(Docket No R-77-404| 

SECTION 8 HOUSING ASSISTANCE 
PAYMENTS PROGRAM 

Definitions of "Eligible Family" 

AGENCY: Office of Assistant Secretary 
for Housing-Federal Housing Commis¬ 
sioner. HUD. 

ACTION: Final rules. 

SUMMARY: These rules amend the de¬ 
finitions of “Eligible Family'* as used in 
the various Programs under Section 8 
of the United States Housing Act of 1937 
to achieve consistency with a simultane¬ 
ous amendment to Section 812.2(d) of 
Chapter VIII defining the term "Family “ 
for all housing assisted under the United 
States Housing Act of 1937, 

EFFECTIVE DATE: December 19. 1977. 

FOR FURTHER INFORMATION CON¬ 
TACT: 

Edward Whipple, Chief. Rental and 
Occupancy Branch. 202-755-6596, U 8. 
Department of Housing and Urban 
Development. 451 7th Street SW., 
Washington, DC. 20410. with respect 
to the applicability of Part 812 to Flirts 
880. 881. 882 and 883. 

James J. Tahash. Director. Insured 
Project Management Division. 202- 
755-6830. U S. Department of Housing 
and Urban Development. 415 7th Street 
SW., Washington. D.C. 20410, with re¬ 
spect to the applicability of Flirt 812 to 
Part 886. 

SUPPLEMENTARY INFORMATION: 
Since the amendment of the definition of 
“Family" at 8 812.2(d) of Part 812 is 
being made effective Immediately, by 
reason of the Congressional action re¬ 


cited In the preamble to that amend¬ 
ment. the Department has determined 
that the required amendments to the 
portions of the Section 8 regulations 
which refer to the Part 812 definition 
should also be made effective Immedi¬ 
ately. 

A Finding of Inapplicability respecting 
the National Environmental Policy Act 
of 1969 has been made in accordance 
with HUD procedures. In addition, a 
Finding of Inapplicability of inflationary 
impact statement requirements has been 
made in accordance with HUD proce¬ 
dures. Copies of the Findings of Inap¬ 
plicability will be available for public 
inspection during regular business hours 
at the office of the Rules Docket Clerk, 
Office of the Secretary, Room 5218, De¬ 
partment of Housing and Urban Devel¬ 
opment. 451 7tli Street SW,, Washington, 
D C. 20410. 

Accordingly, the definitions of "Eligi¬ 
ble Family" in 24 CFR 880.102, 881.102, 
882.102, 883.102, and 886.103 are revised 
as follows: 

PART 880—-SECTION 8 HOUSING AS¬ 
SISTANCE PAYMENTS PROGRAM—NEW 
CONSTRUCTION 

§ 880.102 l)«-ft nit ion*. 

• * • • • 

Eligible Family ("Family"). A Family 
(including those covered by the definition 
of "Family" In Part 812 of this Chap¬ 
ter) which qualifies as a Lower-Income 
Family and meet* the other requirements 
of the Act and this part. A F'amily's 
eligibility for housing assistance pay¬ 
ments continues until its Gross Family 
Contribution equals the Oross Rent for 
the dwelling unit it occupies, but the 
termination of eligibility at such point 
shall not affect the Family's other rights 
under its Lease nor shall such termina¬ 
tion preclude resumption of payments 
as a result of subsequent changes in 
Income or other relevant circumstances 
during the term of the Contract. 

• • . . . 

PART 881—SECTION 8 HOUSING ASSIST¬ 
ANCE PAYMENTS PROGRAM—SUB¬ 
STANTIAL REHABILITATION 

S 881.102 Definition*. 

• • • * * 

Eligible Family (“Family"). A Family 
(including those covered by the definition 
of "Family" in Part 812 of this Chapter) 
which qualifies as a Lower-Income 
Family and meets the other requirements 
of the Act and this part. A Family's 
eligibility for housing assistance pay¬ 
ments continues until its Grass Family 
Contribution equals the Gross Ftent for 
the dwelling unit it occupies, but the 
termination of eligibility at such point 
shall not affect the Family's other rights 
under its Lease nor shall such termina¬ 
tion preclude resumption of payments as 
a result of subsequent changes in Income 
or other relevant circumstances during 
the term of the Contract 
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PART 882—SECTION 8 HOUSING ASSIST¬ 
ANCE PAYMENTS PROGRAM—EXIST¬ 
ING HOUSING 

§882.102 Definition*. 

• • • • • 

Eligible Family (“Family"). A Family 
(Including those covered by the defini¬ 
tion of •Family"-in Part 812 of this 
Chapter) which qualifies as a Lower- 
Income Family and meets the other re¬ 
quirements of the Act and this part. 


PART 883—SECTION 8 HOUSING ASSIST¬ 
ANCE PAYMENTS PROGRAM—HOUS¬ 
ING FINANCE AND DEVELOPMENT 
AGENCIES AND NEW CONSTRUCTION 
SET-ASIDE FOR SECTION 515 RURAL 
RENTAL HOUSING PROJECTS 

g 883.202 Definition.. 

» • • • • 

Eligible Family (‘-Family”). A Family 
(including those covered by the definition 
of “Family” In Part 812 of this Chap¬ 
ter) which qualifies as a Lower-Income 
Family and meets the other requirements 
of the Act and this part. A Family's 
eligibility for housing assistance pay¬ 
ments continues until its Gross Family 
Contribution equals the Gross Rent for 
the dwelling unit it occupies, but the 
termination of eligibility at such point 
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shall not affect the Family's other rights 
under its Lease nor shall such termina¬ 
tion preclude resumption of payments 
ns a result of subsequent changes in In¬ 
come or other relevant circumstances 
during the term of the Contract. 


g 883.702 Definition*. 

• • • • • 

Ellgibile Family (“Family”' A Family 
(including those covered by the defini¬ 
tion of “Family” in Part 812 of this 
Chapter) which qualifies as a Lower-In¬ 
come Family and meets the oilier re¬ 
quirements of the Act and this part. A 
Family's eligibility for housing assistance 
payments continues until its Gross 
Family Contribution equals the Gross 
Rent for the dwelling unit it occupies, but 
the termination of eligibility at such 
point shall not afreet the Family's other 
rights under its Lease nor shall such 
termination preclude resumption of pay¬ 
ments as a result of subsequent changes 
in Income or other relevant circum¬ 
stances during the term of the Contract. 
• • • • • 

PART 886—SECTION 8 HOUSING ASSIST¬ 
ANCE PAYMENTS PROGRAM—SPECIAL 
ALLOCATIONS 
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§ 886.102 Definition*. 


Eligible Family (“Family”). A Family 
(including those covered by the defini¬ 
tion of “Family” In Part 812 of this 
Chapter) which qualifies as a Lower- 
Income Family and meets the require¬ 
ments of the Act and this part, A 
Family's eligibility for housing assistance 
payments continues until its Gross 
Family Contribution equals the Gross 
Rent for the dwelling unit It occupies, 
but the termination of eligibility at such 
point shall not affect the Family's other 
rights under its Lease nor shall such ter¬ 
mination preclude resumption of pay¬ 
ments as a result of subsequent changes 
in Income or other relevant circum¬ 
stances during the term of the Contract. 
• • • • • 

(Sec. 7(d). Department of HUD Act (42 UB.C. 
3535(d)): United SUte* Housing Act of 1937 
(42 UB.C. 1437 et »eq.); Department of 
Housing and Urban Development—Independ¬ 
ent Agencies Act. 1978. Section 408.) 

Sort —It Is hereby certified that the eco¬ 
nomic and inflationary impacts of this Reg¬ 
ulation have been carefully evaluated in ac¬ 
cordance with Executive Order 11821. 

Issued at Washington. D.C.. Decem¬ 
ber 2. 1977. 

Lawrence B. Simons. 

Assistant Secretary /or Housing — 
Federal Housing Commissioner . 

|FR Doc.77-36195 Plied 12-18-77:8:45 am] 
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NOTICES 


[ 4710 - 01 ] 

DEPARTMENT OF STATE 

| Public Notice 6621 

FISHERY CONSERVATION AND 
MANAGEMENT ACT OF 1976 

Applications for Permits to Fish Off the 
Coasts of the United States 

The Fishery Conservation and Man¬ 
agement Act of 1976 <Pub. L. 94-265) 

< the “Act”) provides that no fishing 
shall be conducted by foreign fishing 
vessels in the Fishery Conservation Zone 
of the United States after February 28. 


1977, except in accordance with a valid 
and applicable permit Issued pursuant to 
Section 204 of the Act. 

The Act also requires that all appli¬ 
cations for such permits be published in 
the Federal Register. 

Additional applications for fishing 
during 1978 have been received from the 
Governments of Japan. Mexico and the 
Union of Soviet Socialist Republics, and 
are published herewith. 

Dated: December 5.1977. 

Donald J. Vf.ilman. 

Acting Director , 
Office of Fisheries Affairs . 
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t*c -?rjrtc mrm or ***:ca 
•* ccmcc 

Unm* OttMtC MO /RlCWtU ADftHMTUTlQN 

Mniwri* rts m»i rt*tm t* mu sjtvjs t< 
nwKr coaimuo* «k or t* u«U9 rim 


st. 


T» l»erl4K(| 0^ ttoj * °* «"* «*—$*—«! *Cl f# 


!tH. 1A« of U* BSTOO* t»UXM JCXICAMOS 

' r UWtl IA|| ft—r»r —r»Ul fbr »mih 


*b £v*- l i4fcUo* ts fit* 


•***•" th# riiNery (o*-»«ruVa« lo— «f IM1t— S'Jtti, *- toy—« IMt *o— V «*«Sp-c, 

STiiTsmSTiSiIJ rfW * ,rcri **Jo«* ** w* Mrt*ict*ow 9* «*• 

ritH* vmmI i«Miir<Mtiwi ro^ tnit - tutxiud ♦* won of t«H» ihHck^. 

|W»H. tN (fKtPDUM fpr miflt 9* l*+ KCXXCJUi 

rt#f ftr» »t r« 11 o«t; —-- 


-!±£rln 


:«U1 

toowmod rc^ 

•coTMwtrr *n amt ic ocbam 

u»o-rxweo *c«to 

4.000 

•cnmerr atiamtic ociaa 

■KOOT-riwno squid 

4*000 

«** Or ALMXA TAAM. 

WMO-rilWO AQOIO 

1.900 


KJIXOC* 

JO .000 


iMlfto Cad 

9.000 


fociflc Oc«M f«rrt 



OtHor *o<*fitfcM 

l.VJO 


Ollwr IporlM 

0.000 

tAMAlrxytott ,Or*t>c#i. C«1 Ifarnl« TtmI 

Sselflc laf* 

lo.o^o 



risuiw n«Ct jwr jriaTio* row (rotta) «o. MX-lT-OOfO 

1 . to— of mt#i amota t. f»#r <ciii rift! <r A A 

I. Ty— «f mu) rntw» rwcti _ 4. lo»ft* _ it *tb. _ 

«.i - j* 

I. fim« t»oo • «rt 1nt(t ?. !«tot |t»U) ;> 

t. 9mf% 4— -4 K<m» WWW>_ 


i«ro»m no. peso. i?m wxtco ». o.r. 


f. Ty—» of Or—»Uf 1—1—1 mKW 



II. *•*A*— ActtoHIn !• tot—t o« »nuh of • Olfftr—t n*f 


/XN CJ' n < Jf r«. utK* wwti» i*«t uom<m »* otto* mut|| 
ri«»fi, tMon, OMMiun. Htn. Iccftim mi tiKifft 
MtlvHi«» n«nM.} 


ushiiis vixui mu mono* lam (rwi»> 

I. to* of Vm*? »tWUDKIIA POKAl _?. 

J. Ty- of »nw» 8 I« tM¥U»_ 4 . 


•not* 

fitr (coll sv^) w X< 4 r 


5 . Cro« 70 — 49 * *. tot 1 M J. Sftod [t—t») Ll.\ 

I. 0WHf*» *•— U4 WVni wr*., ft,ft. 

*v. joakp u, r» ngo «pnco. p.r. 


f. Tyyrt of froinu^ tn<—t Wtffg»A..fflLK£Kt 1 teL' 


mHioe nwu twriricATio* *ww <'c«tc»> m 


9 . 

tot o« Vp*vf 1 

BI STY 

-* Iriul raMti- . _ 

I. n»r (Csll 

). 

Ijpt «# »mt> 

n» 

TtoMI 4 . LMCth KT 4 . 

S. 

Crwt T»nt|> 


tbllM 

1 . tot Tow— 1 > m f. Id —4 (tootft) u 

a. 

tof‘t to* H 

tof*n 

VISA lUttlto 


nsrosKA 114 

. oar 

. HM, MEXICO 4 , D.r. 

i. 



10. ritM'Ut »cr tfMefc rontll it 



g>P»o /27»«* (if yri. msc* t*—!— 1*1 ii^rt ito'M r#f 9* *in/ ••tut 
fUtory. tBK'fi. MMIUn. <itn. tiuliwt iM imtfU 
•ttsitm roovntKt.) 



II. 4r» fiaiOf ktuilln U Wyvori of mull *f • Otffrroot rug: 


*0 (ir f»t, ittitt %%Q*ifrmt4l ttot vk>iM f>*t *f mt«U. 

flftwry t tmtfl. OuMtmtt. iMOllOOt W 

•CUwItlOt r*«uo%t«d.) 
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NOTICES 


riwmc nun itonnunw ran (kmibd k _ 

\. turn « fnt.1 ,nm» U._ »C/<x 

y t/k or »m«! xwag_ i. uvt* ^>? *r%_ _ 

5 _•- M>t 4>S 7. V^TumU) Li 

4* IM MlrtU 

lie, pw. i70>, wtiico t. p.r. _ 

1 * f ^oc«liin Ccwip^M mm. _ 


rtssu tBuriricATioi row ('etna) « m-n-ton 

*"*•' "«»«« _». TE?(tln*s!i.i XC A T 

1. *J99 *• ftt ttl mi ^ >._ 4. 46.SO m, 

$. 6 rt»» TauMf* . H 2 _*. Vt Twj. 1*0 >. Si^TTlmtt) _ 

B. 0—»r-» «M w4 Ufrrit nAXjm>tm am matxoo. iji. _ 

**» u, ?« »r*o* Mexico. p.r. _ 

t. T^I K tow 1 «- 0 *t !**>**«. WtCWMrtCAI. W*. Mg> KViyTmTOH . 





£7^ f ***** I^r «***« fi #l ** ««♦** 



£f— £7*4* t* f litre* uviw-tii ihnt %*c~**i »* *t*e wmH, 

fuWr r. tMMtton. 4*t«i. 1«cjti*n mi specific 

Ktivttm rrjutUrt ) 


fismift wssu ioorririC6U» raw (rcwjcm « MX'ltiCoJl 

Tetwl Uc*tl. 

1. 4w* Of VMMl _ c«nu 11 _I. f| 9P (C*H W) XC4i’ 

y 7*e t* mill wrtn TW6CT _ 4 17 wr». 

- ~yg ,U* - 

*• Vott TpMpfe HO • Vi In**** I. 5 ***e |fc**U) _U 

I 0*wr*» Urn *4 VIM mih»»o _ 

■EPOIWA 116, P4f». 1 T 03 . KgXtCO «. Q.f. _ 

t. Tjpei of Trocetilv CouipaMrt mm» _ 


10. HtWrtit fee HMc* #*r»lt it Vqvettodt; 



ns«!« 1UU1 touTirioiTi* res* (reetiou «, A*X-1?- 00I & 

I. w of irtiwl fy»jo_ 1. fuMcjfTs!^) a C 4 ft 

J. 1/V * f »«vl —mig TMWIOP *6. UAfU WTI, 

y Vets T<***1*- SjJIO - f. lit Tmn __ TJ5 I. fe^«?7«*0t») IS 

B. ftwr i V*. M U4rets — mrmxom _ 

-CAtAK 20/1% t Cttiaio CCL CAPO, CWKMt, MBtXLCO 

3. or fncniins footpm«t rtx«i ffTOCT. maogai, gyioceMTOO. 

rtuxrr*. nsw wkai. flaw, cop uvb» oq ru^rr. 


10. f livetrt for «k» remit t» «mnMr 
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ni*m vtsstt tawuMUtiOi rew (rwioi) 


1 . Mttw »f »»tt #1 HAVMUCA 
3 . If## of »m») 

S. Bw» To«w»j« 

t. Oxnr i •»•■# i 

AV. JU*M» 14 

«. 


» m--n-oofc 

*rtv«1 , 1 „ 

I. f1#r (Coll Steel 



v r:so 


MKXICO, P.f. 


Typ#t #f rrnntH l**pwt 


naaaaai, wocwjttCAL wiw». up bviacakatoq. 


ruw* rtssct rnwriftancn row {ramoi) » _ 

»«w' IWti* w _ . _ 

1. M #f Tttttl OCOUflO _t. fler (C#lt till 

3. if## #f mt#l pirn w»i#yiP _«. lttl« 

l. Cf#»» Imp *0 «. *1 T#e«** 3 so 7. it**4 Ml) J2 _ 

S. Owert Im 41 # MArrtt MUOPW tm WXICO. », _ 

AV. JPMB 14, 7* HfO wax (CO. P.P.- 

f. Tf##% or rmtiKi tw<«e»«t rwtai. wgcaMacAi. sashm. Aim iviocMArflw, 


to. Mih#n«« f*r MMcA Ml H 



/7»*1 IK 7#«. m*«A *V#t iNvi*i nn »* m«H, 

luwr,. ir+ttn. twitlUHi *nn, 1ec*tte«t H ifttifk 
•ctuinot reewmoe.) 


10 . mucrlts for *tt* Pr»w 1 t It lltwttM: 



•ctivfttn fitmlrt.) 


rjjMi«c mui imwtiucatiw row (ronctc*) no. A 1 A'lt'Ml 7 

1. n*w #f totiol ot oqpQWAA t. *C A *! 

y of MMi mw _ 0. U"01* ^ . ojc g,- 

I. 6n»t» Tm»# 1*1 4. «#t Tm* IU 3. U**4 U*#u) II _ 

». «Wf » •»«** ««* M*r*tt CIA. lMWrt.tr«A E*l. CAIAHAi. 1.1. 

CA1XE 10/33. CXVPAP C*L CAUMM. CAWMBCIg, WXtCO 

0. Tfprt of Cm’PWt »m*> 


riSNino mm tonmncATiM row (rofttteo 

1. %mm #f hull . 

3. Tf* #f Vnwl . 

I. Srott TooM* _ 

I. (Wr i Im •* 


* m-i % -- M i- 

Vetwt Idcelt* , . . 

_t. fl«r (Coll SI*) XC A U 

... - 


„ A. Art Tew** 130 I. M (Uett) . 

CIA. CALAWAttMA DC. AJL.- 

CAm 10/3S. CiVOU> DKL OIWP, CAWTQCni, »fgaCO 

f. M of l*ije#«t „ 


Ti fl|A#rl#t f#r tfrlc* It MlMt 



10, fl|A#r1#t for Kfcitl* Nr*t H trerrtl#* 





/" 7 t«* Hr rot. ittK*i toe»Twwt*i %A##t nwne* n*f #* »i»»r *«tt*H. 
fltAery. Wirt. nm. UutlOftt ##a IpcctfK 

Kiwitltt rrowttUO.) 
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NOTICES 


riSKtw nmi idutwiwik rum (icmibi) m. Af X-T% - 0020 

Vrtttl TOtMi- 

1. Om •* t*t$ol m tm wfftviDM _ 2. f »er (uu um\ %C AK 

3 Iff* ** *•»»•« ..STE W T_«. it «tt, _ 

pW 

I, «rw» Turnoff )14 4. C»l Te-ooft IOC 7. 11 

•* ^ H ***»« . Cl#u CJlUl WJMft ML JX_ 

CAUJt 20/3S. CfODAr POX CAW*, CllWCWt, WPXCO 

«. TjHK» Of FfOCtllHit (qt<{M<tt _ 


riSKWB WUMI lOtwrinoTiai row (foottat) m. 

1 . In of w«toi vtxiaqo _j. rior (Cell siw) 

1. T/pt of vmol me nm n _4. u^te it tm. _ 

4. Ltvtt T o mif o Jit _4, Ct T<MM(| m f. ipff’ (IMU) II 

*• *”"•'» «- Wfrr«» Cl»- "Wtfow HU, <IUWI. «■»■ _ 

_ OUI 20/2 Cit-TIAD mo. CM OCpi,. CJWKtt, WOOCO_ 

f. Tin* Of TrptmUi («.tpa*«t nrttw _ 



M. Aft f<M1-0 fct<f««tot 4«mtN • * Woport of (null of * »lffrr*»t Mo* 



<S/C» £7'« d f rn. «ltrrt IN*» ntf of «mr rnvtlt. 

iHiitt, eMltin. <4Mt. locotigot h 4 im<*U 


^Oe 


£7 Y « j»»* «tt*c4 Mplpwul U*ft fl«4 Of Ot*tr ttttolf* 

toortri. 4ttn. lotoMim «M i.yc»*l< 

KtUU<« ftmtiM.) 


riwnc ffssn ttcimnuriai row (roAcai) 

1 . Cm o« Vrttol _>qya 
1. T/»f Of I OtOC 
S- ami T. 

1 ^ » _Baa&dUL 





*v» ^omub u. t* rtao wpcico, p.r. 


I. Tjvn iK Ncntii IpMl 



11. 4ft rtftAitf ftctiTittft 


•» NUflt Q* 0 BlMtffC floft 


O'" iff yot. mocA im l —fwtol tfcttt tM«i ftot of olN* mult. 

. MtVf,. IptOot. luMtllltt. U!«. IpCOtlOOl *N toocifl< 

octitit lot moottoO.) 


ri$m« nisa tonroiaTioi row (nxfjsg 




»n»1 I4entf- . ^ . 

»• fyr IC.I1 Mfl yc// 


lAS 


4?. Wi 


1. Iwe of Vttttl 

>* '** * f **«» . 5T5W srm£* _«• l**«» , 

». firou loaMoe inn 4. let Tco n oft _____ ?. 

«. OMr'i W JMmi rtaponxM wactcAjog « qacaulo. i.a. 


(Uou) ** 


CJCAI 20/25, CIVCAO t*L CA»tt>, CAMrcOX, ICCXXCO 


». T/pot Of fexmttoo Towlpnrot rim UM?:n^xx rem 

rm rfjymTK* or w.rr»-?YFt or run, amj rietttco ween. »•**•«, 

Atiowtry __3A.TiS-.'.ia_ . . .. - __— 



M* 4ft FliMrf ActifCtn *0 S u pport Of Vttsol* Of 0 Offfortot fllfi 

ignc £7^ 0 f yot. HlKii tuNlmUl iNrt tKo/tot rtot of otAor mtth. 

Cither). u«l«. t^lltin, dtitt, locolloot #n4 UKlfU 
octt«ltl«’* rtotilK.) 
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nviw *rsui lOttunurioi nm (fokich) «o. tiiy~TZ~C>6'i i i 

hnfl Iteotl- w . . 

1. Km of tettol «« V _*. »Ur (Ull Vn) 

3. Type of Truti WTO TMK-Bi _« ^,^9 *&* _ 

S. Cm$ Tnupf 700 i tel loom*_ ( ?. (Uot») t) 

S. 0-oer‘s M H Mmi ffotfgtlAI KCPCtcw* P» ««*« 

call* yo/M. cnntf wet, c/uiteat, cownriT. t*ryrro 


t. Types of Pmtt «<*9 rqoijmot mm woroitncB nt wr. MOtLetmr ro» 

▼w rwpMwrtaR or mmei-typx or mm. avd riwnw ■txmc*. •*»%«» 

. ■■ ■ --^’ m ' l^A TTTr g r 



r/U% ctf y»t. ottocfi ne?1*r~>Ul tteet s**'t«n fin o # «tte* »m«H. 
Motfr. utn. totutoov •»£ smciM: 

octlvllscs 


rrrmo mm tormnonai f*»« < rotten - um-cm 

I. KM «f f«*Ml LOMCTt t. iCMl Hr) 

>. Tr t» »«I*| T * fA * g _ ». lor* _ 

1 (Pin Imp tm i tv. i212__ r tap iUttti »■» 

i Om i KM M Mnu U(tiqff>4U4yi »««» Mf[»U. _ 

■KllnloyrKO. U*M 

t. *>*M at Nmi«o tpipurt ~ 


H. riipfiM *» H»*|S »e*M *» Mmiu« 



1. Km •' ««Ml A*y»f _ 


». up-7?-cv r 


J Vm •* tenet T*"»w 
t Km* i 


mo 1 («■**»- 
I. fir CUM Sir) 


4. left* . 


t, tel -mm 




I |MT‘| KM M in III >4»n»-.t«FTr*U)t»r4 Ite** tef/lof, If t Inmqrit,. 

W«l 

I. rpw of Hcmi'p U»IP(M ~ 


10. r»r 0*0 lent «t 



^^L^.majarrign?} nr r*s;r.» 

I. km r teml **»*»■ _ 

I. > «» MU.I Ta r-. _ 

*. Cmi rtMiH Mil 
0. Off * im i 


i. *r can i«r) 
4- WMtK 


vs-is-vm 

out* 


f- Um lUM! 


_ 4 K1 Tm4|#__1VT4_ 


t. Tfr r *ntni‘n <o«in . 


t# fiuir '11 far «ho HtmI 1* 
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NOTICES 


n. 



mia r>-». 

i mui ortttgTw 

>• ijm t* *hmI ?^w 


JLH2HO 


t. rt«r (Ml J>j 




14.;* 


, 0. mt 


i 


io« 


>«m mifuu 

J»oiiia«wr^i. uij« 


a) 11.> 


*. *m* *t ^tu.1, la'rwt 


l«. Hr *10 Hr« t 1, 



fL»» nnn r-trincm* 


* f mut 
*» mut 


T»n*«i 


. "t«i imw- 
_ * »«•* <c*n sm*). 




-lit 8 - 


4. mt Vhh. 


. 4- l~< 
1444 


144 

"T5T^r 


* *** Mlmi I4»i»n*v* >4» H ffMi. m«>*, tlw . 


oi n. 


t*in 


— hmumm —L «wr -i u 1 MM. , STS* .-J 





X 

X 

X 

X 

X 






■C*\ 


‘2s-“’jsaSirsw?»-^ zs? - , “ u - 

lUf.J 


U iWj.rj" 


IPH -rt^rtin^ f r^. r 

tuminug 


i. w. if mui 
1- Vm ** Tmil 
i. 4r 
4 4 


<• vZ-T'-fJrt 

«•*•» UMti. 


T«*tu»r 


H?? 


. •• *n *»••«, 


. f* ICall i>«n) 
. i lIHtl I®* 
l??4 


-*57^3“ 

kiH (|« 


*l.ir>r<u>/r n ^tfiof. »l«ip»4«. tfgSM 


1* ***** •* ;|l M f| 


10 f, ^«« «4 i^,,, |, m« wt ^ ; 
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BIOS •n-r. s££ 2 K! 2 £ iww *. VS'TZ-£'!’</ 

1M> •# cati _ ,. ”r(c!?nii.i UJO» 

». »w 44 l w»fr l<r«r*tc»r 4 1S7 _ 

I. tmi TtMift _ noc _ « M W . r ul^TuMit »,I 

I 0-w « *»• a« t^ttl »««* fc»ffl«t«. >*) tr.lrv^n*!, Wl _ 


rtulM ,*t<n r3crrt»:ctrr>> »y f.r?t:gi %. U8 m ~t? ~A?z' 

i <M.. mi.! »*u» «. mS1(S8«|m **» 

j. T/w «♦ ttiui rr4i«JK»rt lafrtyrxor 4 l«< _ 

1. tnn *vi}« 7 » <a 1 *ci rmm> ». 

I UM m MTfll »PO ’'3MH1', UK4i» 


t. f/9* i' Nmiti| UiiMrt 


» trim t» tft'wt 



n. ♦!** N«*H If VfrM-trt' 



^ 'i jO’** {!' n. ittw i^Nt *in at rt*»' ttutf, 

*iwnr. in: *t. iMttlim. UUI. liuttM am twcmc 


’« [I'm. »U«> f«»l»»M:it m»t wf r»*** •«»}«*!, 

M*Mn. turn it, U!4t, IftUtlWf **4 
•ttHMill mr**XH 1 


I 


rrv*^ nrr. ;^*i»ryTw ?:** r rarer 

i. * f*M#l K»C1 LIU. CJ 


I. T/m »# TtiMl TYww^ort o-friwor 
W 


»imi r«tn*- 

t- rv CCftlt Jff*| 


nar* tipa ttm i^tMv 

I >«• * trtul UMWl.t 1AUV 


v&K-g'fs? 


►wri 

i- (cjn tw 


*. LH?I 


lit 


litmi* »wu' Tfwwt WefflUf.rator 4 tWft , ^ 


«• *W'I »*•* rt **!*t»j ***• Hei fpti.fral. V3UI 

• l-r » IM M Nrtft 

tAtinatmvr mo V»tJH*, T*1lift. U«U 


1. T/mi if 7 *wiu'H Ifi'rwi “ 

» trw »tx«ir«f l«‘M 

n - 





W. flurtn 4*»r* N-wt ti 


'• <V » » Nnlf H **»•«:««< 
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NOTICES 


n>-« WPH tsr*:nurn >-. T - r , 


-W rnai.ns« 


• »• t# >m*l 
1 ’/*» *♦ «ttul 
1 imi rwmn . 

• 6^ I Un» «n 




TttKupoit NtTngrtor 4 

<0P * t «K TtM^,_ 


f. {(HI S*fni gr»3 


1)0 


>4<< »rif lul». Malted*. USSR 


<u *v» -- 

7 S*w« IMU! n.B 


t. TfMt t* 


** W i Mri w v mo v«! it 


TEr" 



* Utrti** 

~7fTr 

*rr 

—-, 

KM 

AU untie 
UWtr km* 





s 


»Uwtie 

*•4 MM* 





i 

' H7U 

Atlantic 

Lnoj-riMMKS 





X 


AtluiUe 

Bbort-rimd 

*»Uld 





X 

wc 

Atlantic 

Kaek«r*l 





x 

HU 

Atlmuc 

Marring 





X 

rnr 

Atlantic 
ot*»*r mao 





X 


MtM i# ton * «wt«ii t* t 9 ***tn*« n*, 

JT * £7 '«■ flfjJJj "U* o-« om** 




“ n*riL ?:c*ittt*V3» re** imrcv 

< M •» W„< tTOTMt. ‘■TWi-m ,. SricSTj^l 

** Tff * •* * ttu ' Tiwoo tt llHtl IJO 

l a^M —.t* _m i* i UK n»t> r2£*^i i,,i 

• •—'» *»• «- *-*'»» . Hail ■-fcxtnru.fi^a. - ^ln*y 9«v»» t Ui.1^,.1 . 

---LS*2_ _ __ 

•• Tm y Nuni^ ftiiir»«t __ ■> 


y. ^ ofo *tnii i, w,,-* 



£»W fttXl ty^in^r:* .»r*rr^ 

» ko C# mu' riMSMJ x LKUM _ 

*• ’/*• ** Hull Tr«nt|»qn l»frt*«r atnc 

I *-»< W|i 7tH | ^ 

*■ +*~ * W» «4o*n HI* imfflpt* 


«■ Q£z&*m 

Mvtt. 

I- wo ian ji|«) _ 

*. 40*0 1M _ 

> »ooTu*»l IS ,J 
A*Unlu«r*d. will 


t if nkmi h cm 


* f'lHnu Hr *1{l f«r«it l| I^ n 



*~ r - ra^rne»~oi ir- j«~ rr 

*• »f **m*i Mocmsit 


v /VJ 


MIU 


- *• wo <i»n i*oI 

I- T/W * »»M .JtLaiuiw.r, hfrur..r,-.; *-- ni 

* *-~ 

* ***r I IN «« imui-*»»« AalHiingt s.j. 'MH _ 


16. ritm'u *w mo Hmt »* «««» 
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NOTICES 


63757 


T»a*t |*wti« 
t. t »tr [<••« S'r) . 


n tnifi rtr^vi *>»:•» ****rc»i 

f. im t* onal KAiia rwmiiBM 
*. T/M •# VliMl TT«r?port »f|{yr>tOf 4 

I. Vni >.h» <u&* _ *. «»t 

| I.-,- , IM mrm Iam IQfflota. Utf 


. ii&Ez&m. 


na 


f. ^ ;mui h«» 


t T/w* if Nnili^ U.W1 . 


se. *tr MO •••mt »t ••a«t*-*f 



(F la n r« It# /*t. iruo »Hi* tVv'M «* 

** Miv,. ur n. iwn’fn. utn, r«cttfo» u«i H c 

wtmt'n r**»atla4,| 


n»:«c ttirei >*» C"Pf:w 

| r a# orcrrtA 1 HjJAU_ 


■>. ue-7- 7 -oV'/r 


I. 'r* * fHui TfAff^ Ptrlcatator 

«. HU ***» » W ^_ 

V >rt -, uh m iUt*»at*va N*» of flot** «**». °tts» 


tturtl Ku«* 

1. fttf (Catt tiMl Ct ^V 


4 cm* . 

not 


iW 


t. 18>1 


t. Tim •# Ncui't ted 


». #♦•*•*»« ter Aic* *r*i« »• ' 


JilMYJ , 

Unr •« t. i!iH l 

OA5Mi»S 


?,»r Stssg 

IIAK 

Atlantic 
lUtft Mat* 




X 


Atlantic 
•at MM* 




i 

w 

Atlantic 

lM9*riM»4 

Iqold 

Atlantic 

Chort-Minna* 
A^uiJ 




X 

X 

MAC 

Atlantic 

P*“t*f*l 




X 

MM 

Atlantic 

Karri** 




X 

r*r 

Atlantic 
oiktr riaflth 




X 


II. H f»UUf teuitU t* Hurt »* »*uiM 6 # • t<"arv»t *«•> 

‘7 m *5^.'^r , »-rKri2^a 

uiUKin ’O.w tif ) 


finite mttl ^ :~C*1 




i. • 


i * (uni, 


VlAPmUTOt 


I. #**r [Oil llf»l trr>>0 


III 


*. tm * tf^aMinart r«>rU«T*tor 4 . luftt- wj- 

V (mi «o*a •- 04 t-—« /. ****•> J2ii_ 

a. 1 1 « 


bw —met*. MttniuaruO, t?B»« 


f, Typ*« «f trtouhl lartH 



n»tui mm rr*:m»*r* 

I. im $t mm) AaTWamaa 


^ V.?-K- W, 


], tru# («ui Trwu«t — fclcctaiw 


Vt—al Ur»t«- 

t. for <on m«). 

■ m~a 


im. 


a. itt t»www )?»o 


3 

t * teu [liBMlJ 


tat* tefium, Ealtnl*«t*d. aw 


t. r/M a# N«u‘f te'Mit _ 


1#. riMfin fir **tt hmt n 1 


II. Vt ri«at«* k(t*H<U %*u»n*f >» 1 »I*H »# H111U »# • ^^Vwt ft* 

/7- <{;.R,«“ M T^i.rr«ras«2aS.*S5-5n“ 

UttiUiu riwidl.l 



£T n Q t*t lt # r*t. inm 
Itiun. b***»i 

Kllrltm ro 


_|I lot "H ■* MO *IIMl|« 

. kiivt'rt, UUI, VtcjffaM Ml UMin* 
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63758 


NOTICES 


OSS! 


mm itnnn»;:n nw 

I rum nutn 


> U£-72-C'/"? 


I. im »» <mi i 

J. !/•• »f tnnl Tr*n»m-tt Wfrt«»r»»tnr 4 . ti < p 

*- *«»• T?«B 1 V? tlM UTO 

#- W i Vi 


^hit UirtH 

1 . ran »*r0. 


f. 1 


ns 

• ^ 3 W 

- 1 tta 


■ friot4. H■ tfwyrxt. Wfcll 


t, »iw *r »ncMt «i t*rf»Mrt 


rare rtnn nr*:ymrrr» 1^ >»-*-*»■ 

MHJurr 


l. «m *t » tni 
1 Imit huii Ttamwym t Wfrl»»r«tor 


• I 144M1* 

, l. f*»r (ail s*t#: mwn _ 


l» 

— 

r (mi n,i 


«- m in im*hi B»u tMfflof, lUy, i;g>» 


». Vl« «f h«uitU.IM 11 


W ^lr*M »r «1 ti Vmi-« 



*•. *tr *IA »r^l It ItMtM. 



^ *u tr* r**. »ra<t 1 

flMar*. r-•“ 

MtMM 


iHt* 4w!»t »t»t «# rtV« «Hult. 

h:«s, ituttm ut mcit'c 


HgIM_mra wrinci^ t ry [fMfry i 
1 UM4 Vmi AirTAKVfl ntrnti un 


>. UZ-lt-rri? 


t»U4* _ 

L n* tan 11,11,1 


». *>*t t* *mm 1 Mnyritor K u 

i. •"« Tb-m*. T*** t. Vt MU _ 

i. Amt* 1 vm m it»m *•** Anfflota, Kl*lp»<U t nmi 


m 

•»'%i " . 

?. Win (utai 14 «* 


f. Vm •# UiiMtt _ 


If. nw-*n f* m.j* hmt u W**u« 



CJ tr# 


ft im. iiwa i*td «*■»'•* »*n «r ftw .*i u'i, 

aui, vturm am mki«ic 


rare_iti:gv ryrTricir'a »r^ t>ifr;»i 

1 . mm »t tui«i orrw&f ktimovk 
1 . irm* h*mi 

L «mi ‘-CM*** 

A. 




ett »fmnmoi 


nw 


f. (CtH S<««J 
4. M* »*• 
ICW 


. AMf 1 ! im im m»iu >•»» NiTtlota, Atl 


^rss - 

*. Smi riMal n>i 


If. nwr*M fir *US I«MI l« I 
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NOTICES 


63739 


rvrtt nut, iwi’wij »■ 

\, %rnm *f mu' OTPOy watswi J f. fr«T!C 4 :T|<|iO ***° 

>. T/m »f «MMl Tr«g»port tofr locator « HP _. 

» troi I M ^>*m» **°6 f. **•* 

t. |Mr t !« ««* tem un ritty^/i#, v*»» 


nw irtocw It f/£-7u~6 f /'££ 

_ lltull |to<l* 

1 im »# rtiifi omen iww»to» *. (c*n in -1 ts,1% 

J. r f « to*M« _ I, IM|9 _ 

f. Omt Item IS** _ i tot to »<0» t Sto« .t«u| *V_* 

t |k*r'i lM tto ‘trwi »m toiffl'Jf. V9f 


9. fymt *t Honi«i IktMt 


9. t/ta «f M«i"i te i 


19. 'UH'to tor »*-wt t| tfimwi 



10. tor Ait* torn* to «W»l!K 



m>« msc. r»nn>ra» >i~ >mTW •>- 

T»m»t u*m. 

I. toM ¥«SI«1 OmcV UTKT _ t #*,r {CjM Hr*) g *^> 

L Tfto #r Y„m*. Tiumr^rt to f M«1«IT»1 ctT 4. L»nt» ^ ^ _ 

I. Imi V<K« ^n: 4. vt Ta«*m * 4n3 f. teto iteUJ **♦* 

l. I 4T4 term »**« »»mot« t »uipte,i, 


9. tym •• r«wn»to te»te#t 


m.w m;a Kn-mtit;? ry t r^ri,~.) »• Qt'-'C'C'. 'i'/ 

*. mb .»>«■.• «*«« ttu. _i. srytrik rt,T 

I. T/m i* toMl TrwDport tofrt-i»i»t3g 4 _ m 

L (rttt Ttem T>,3D I tot ^««ww K» _ T. ;#m ».mir *».». 

«. tel VM te term HUMMlt MM tefflQf ? >t?»r 0««» 

9. I|M if Hwi'i Uk'tet * __ 


to. ftitoHw tw tol«* N^U «• teitKi 


to f'ten tor *10 totet to tertto 




& to /Ttm |t* m. «*M> w*'te«»l »te* Iterlto »» Mto toMlt, 
° u r>ttoi, UM'0. um, >mt*te te u«t"U 


AT to /7to Ilf |M. »tU0 I«f*w;i* Itet Iten n*t H #*»* »rtnto. 

" u nitor.teiH, teiMiH. uwi. ibhvi mi 
Ktf'IttM HMH0.I 
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63760 


NOTICES 


TtlHi nmtfTM Tuw raw t«-t«rw 

• «*•*» *rn«» MttfiV WMKtt 


« oe-77-o‘/z-r 


I* Ty*a a' fnul TmmwH Ti 1 t» 
». (mi T«w*c* •. vt T 


. "•*! Itmtu 

*• lean urn 


l (uwtst 


is.s 


11 HatnAa-ra ■*»* p rtriivta. ti»>. uw 


1 ^ •* Na wim umimi 


*■ *«to-«aa Nr *iti N~u ta I 


w 

-to* 


"7-5TT7TT7 

- - J 

tux 

*11 aatle 
»Um Hakr 





X 


HUaUe 

•«d Hakto 





X 

w 

Mlaaatle 

LtoAo.flniMHt 

•Quid 





X 


Ml Mile 

RHort-rtioMd 

to|«ld 





X 

MC 

Atlantic 

Aaekaral 





x 

an 

Ml antic 







Mtorriog 





x 

rw 

Atlaati« 

Otbor rinflah 





X 


** l«Mrt a# itxuti a# a 


CJ *° *•*. attack t«at«Matil t+ir •«»•« w w »/ _ ■ 


VfMV !*■-*’. 

„ I. Mf ftau «•«*) I 

in 




OJOW 


g>L*. mm ryrinw~» ^ 

t (mi# immI cnm.»TY« oom _ 

*• Tjaa a# Triad Tr*n»amr\ l»frtn.»r«tr>» 4 

i Inn W t TW> , _ *VWT ~ 7!- 

~ 1 w 1,11 # ton liMiu! 

1 v, » “ *tow >»M ■rfnntu^ Wallwlnqr«/4 t WlOl _ 


** tym* H *mffii<a |w i i w a < 


fy i 


"TP 557 ” 

•’toll 


Zl^rZ _i 

HAX 

Atlantic 
>U«ff Make 




1 

X 


Atlantic 

•ad Haft* 




X 

ten 

Atlantic 

Lcnq-rinnrd 

•toil 




X 


Atlantic 

®>*rt-Kina*d 

*fui4 




X 

RAC 

Atlantic 

•Wlaral 




x 

«U 

Atlantic 

Warring 




X 

ntr 

Atlantic 
otnar rinfiahj 



X 


tai*k toMtfa toMUM !• U—*rt a# totia'a cf a «/*am( M„. 

'M flf rn. uocs •aaa»a«r*til i«*r; i 

°»•*•>. 9«m t- H , • 

Mtr.utaa 


t* 111 *** ^ MJ,f N«a#»i« 

f*». aM amii'i 


m>lK milt rasnrwwa v~ 

*. to.!/ Mtiai_rwaoj 




- -— L ftor lCal» ft^f 

1. Trm af (toll *Vuwe» a r.tar t ^ ' 


UJT* 


I ton r».nt. 7^oo 


a. w T»ma *m> 


^— — --- * taaaa 

*- *" r * ^ •«* mortal ***• NfflaU, laUmay/aj, usa 


a toll! n,> 


t. *m* $t rnuu\H . 


mu ncnncraa n»» >im T , 

I. ton a# tnui urmmsjiTg c^n 




»•**•» i<wi. 

I. «*r (Cal! Wl UJwr 


y tan a# total Tta«m»r>rt to»f n«er at 

I- toto4tto«—_ ?«<» f. aa t | ^ 

1 tonr a ton «•* toa^». ton Itofllnta. lilaal^m. PHI 


ISM 


1ST 

"to^ST 


» T - 5ml iwao) * * • • 


t. Vm t* frwcuiraa UranH 


* "»to-»a* far *iu Va.| t t toktUM- 



»•. #n«tfiia Nr #t D i t Nt n w 
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NOTICES 


63761 


""■« ’ r "~- &&QHZ2 




* U£TtM7 


t- f‘.«r {fell wri 


1 IM t* fitu' WY8 P3r.*CV* _ 

X. r f *4 •* TMIII >f rtt Tr»wWr _ 4. t»ft» , 

1 4~m Iw;. • W *»*K»_!1!_ 

t 0ua J -., ^ ^ * 4 ^,, iBfwlcwUy. **t* »wlcl>««to«) »y»otPV»tv, 


, f. 1 


I !(■ 

“TSTGT 




■ r-w »n mii i I a >•=*': 


rr>«»» *»•! «•««, mut*r 


"tin m»nwr!a rw l'gLS? 


1/2-71-tS.y 


?<«**’ loom* 

1. fur 'toll S«t»1 . 


ujn 


, ,r fwui »*T*tr/s»l^ao»/CTOo *. 


I. 1 

ft. i 




«. ** Tfc«#*ft 


.£*£- 


r. 1 .;. 

-^ns 






r t irtlyiMift, wwi 


10. V ire Vrtt *1 




<7- 


n«t *r tar «nt» s «. 

SKI IN 


rMia rtur. nr*;» :»-:■» -tt- ’-•"-•on 

l in(< mul WXWW HUIML 


, yZ-n-U ~2 


ni*i lorn- 

t. t'tr l^n »>«•) . 


r.1 


13.0 


ft. T r~ * JtURL. Uf ?1- 

« c^ti n»f _•- ** 


« wn# . 
»n 


M 

’ wni r 


«. 


wvultn Prn.. 


t. fym if » 'W W I ^ . 


f(0r*n ftr wie* *iw»t H Viwitif 



if » <J •« (tf m. Itrn* 

** n»MT|. IktU'Utl, «UI. tWII'W IN M» * 


rtula> TUliV mr-r&V.' «7T L! 




\. UN tt V 

ft. *»••#« 

•. 


T»H*» t*M1» 

ft. *»«r IUII W . 


«lr/1*lwa»/C*l 


tJ.SO 






inuiMiuk, Dsa 


I. f|MI V* Hwlllt «»•! 


t«. imrm *r **«■ v«t *• ftiwJtn 
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63762 


NOTICES 


rn»iH m 

1, «w i _ rur* j/ij 

1. f/W l< fMill __ 

I. tmi •««».;. 


• 1074.1 


. *. <e*n up.? 




XXM 


• vt 


• u«*t> j 
*11.7 


*•.1 


■ Aw^ti V»«U>>r~f>S«l < >r,M ot . 25 n#r 4 C|M|| ! 4| 

VI «ft;i 1 




ll.S 


f- i # 7 r w«i !*f % 


till 


*• v *fo »»-rt i 



m^_5i mm >-». tt-rr^i 


1. W*t f# mut a 
1. »/*• a# *»,Mt 


lliwill M ITU H *1 . ***«*•* ’***!«• 

— — - ™ 1 * *”• 13 1- «4» tun 

stum mj*i« 

*. u-t*» 


»-JA r7 Z£-7 


j r K t 


•7 M. 


‘.i* * **,r, . ~ ..t.T i:r.-...^ 

I- "*•' * ' r * Stt»m ITPBnpO CO. *lTO. 


^otiTOM - too. a-i-i.wAmxciJcui.cmTuni.io.Tt iirm.jAfAiT" 
' T/ **» •' f -*n *»*f fUJ4t ntnn.mnrn 


*TACJ»1C O>0 

U'Acinc i>t f.iv |i 

rtxcn j 

(°™» «OCV fla* BOTTOM 

Ln% m a cm Mr I 

r lM fcliX 'iD 

r i i«tc 

jTAClflC COD lwl 

Jfttuv n* 9QLK iiuri\M 
f*Tl»rV floOVPCMk BUI TIM 

fr 1 **** >nw 

rW«# ‘ U)Twn 

\r*anc iu tu , 

J ?<mm 

pWl O UB>\ft 

n ‘•112 



VU 


... *. ,.U^ .. „ , MntnM ^ 

i7 ■■ £7 V. !!!«• IMMI tom tohm •!,, ,, .....__ 

ssSwrsaj.jrr"-* ■*.«• s/s:.*?*- 


mm rtTYy i>tt«T!» ryw rrrtfri) 

t. «f mill «ATW 


r i« 


0£-7f-oc,i<{ 


1 . r» »tti«i Aecmtirvp »t. rf> tt^W 
1. W. *-*<•-LZ^l #. in Ur-** 


*. ft«f tun itpi) to. 

CW«9 


rwr 


"CiL 

7. IMM ifeMtlt 11.0 


- , ;u«tt 

^ *"* ** **»• Tikkook^. k.. «pT«vi«M, wo ir.l^, 
fA»v«dU 4 n*»Ouio-fn»cp Vat<laW;>0 tUt<> ^ ^.y , t ‘; 


». Ij 
•*. Hiirii 


TllClVglTg T. U l.n 

W •' Ncmi'ai 


rrwlitfl c*itw 4-1* 


<1141 ly c«iwii tv, *rj 


'm fir mio Nr^ti (| inn* 


TTt* 


^trm l*tci 


roitock 
TlCiflc C«4 

T#1 lCMTf 1» 401. 
OtkftT n»uru««|-| 
Atka Kackaral 
tt«rri»o 

kielfic Ocibb l M 
othmz wroulun^i 

felloe* 

**cific CM 

Howkiiri 

*«clfie Oc#. _,. 

Oth*r »9ckfi»h. 
Othir Growarffti H 
Atk« tKeUf«) 


Llih 


T:' 


P^LT* rr,:^ ;»f^-f1nT♦ra *-n f y>ty^i 

I. ttU|t 


MfciBt |«UB* 

. i. tirr (Oil (•{•; 


U.-T'-nr 


>m L«ren 


J«ck k*ck m i 


ftaod 


«. «•..,<« taTOTO .. ^ r., 

& *■ £T *« rv. ittM uwtwwm ntt rt M .. __... 

“••»• i * 3 "~ 


1. T^. *f v, Ml _ J g'r?e*'r'*Q ~^T:-'TP ^ 

. W --■; » , T- . to^Tto.., 

*■ ft, ^" , M ;ee *~* -J!nn •■;>•.■ t.r .., tW] _ 


13S 7. 

V. %» ■ 


try »» cnrrg.re T t^ri, ;wt 


t. *f f-XK 1 '<( Jr.* 


r -UL 


. v J»c* NVt If IK**, 
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NOTICES 


63763 


HZ& m:r. r>rtrr.< *. fi-lf-OltO 

rwi rift*. 

1 *•*«» T-"? -*? v.- _ t. **r> |c*-: M»; ^ _ 

t. f /o* •' **•*•» _ . • •. v»nt> ** _ 

» tr«» thmh r %?. « | I k m m .^f.rn'K t. teitTunr H -*» 

L >*♦ » >ut m i«-»[i — -—» v ~_. «»-. 

, r;i an.:_ 

t. r/w it Hmitif ta*vM . - _ 


rin-» -.ns. -«• '-»:m » Jfl-77-47/? 

v»n4i U#*n. 

i. * »*•«•. r~ 7 .Tr nr . 1 ;_*- <«•" *«•” -LZ 2 _ 

K tfM «♦ Mtn’ tc««.rtrV>*T _ «. i«ra N t. 

■»* ! > 

«. tmi %-k« »» rA i. lrtTiMii ^ t. raca. ?« 

1. n«j*" 1 mm in iunn «?Tcwro w., tr>» 

'I*-.. «VTl!Sa.-*l»11 - - 

t. T/m t* Huii’n bk*iwt ■ — 


tt. n urm **r «ici »k«: ti Wmiim 



M »•»♦«'*« V *►»;* »rvj n Wr.rtUf 





rtw»rc vrirr. ::rc:nc**;»i »r*» f< ~rr* i *•. *.!’ ~ **“£ . .*/ 

t. mi y»iM> git* \ta jo. * *. jsrarfo .*• 

*. ▼/*# •* tmi*i , tasr;.y-V»~ _ • \.*r* RT*i . 

f. (nil >-»}» »t <,». f. Mt ^ »>T. f. S«*n ttaK»; » ’■ 

t. iVm-** **** in act»««* ____ 

—irijii irruarq^ FreriuKT 

l. T/f«i if Huuiii lminn . - ■ - ■ 


r^rr::r, • J; 

t. mm «/ mill a^ifl Tijq _ I, f ^rJTuic J^Z _ 

1 IfHtf HtMl _ ^’T»VtN>*' ♦. VftV ^ ^ 

I. (nil *>M|« »* y » y » t. Mt MtfMt » ?«?» » jl«/ uTOj !I c? * 

• -« -■”11 gg^. tr«._ 

1? i- r T: , rt> ^ tiry:, *s♦ cst-cza. ja-»u 

t. *r*t «* - - .. 


10. fliM h tw **o »ini» u Warn 



tiT ** Lj *f ft? »♦». •«»«• ♦ 1»’ »* «< 9* vr-r- mu 

*H**'». !•-< II. *M»rtin. aifl. IWVKI »«* mr .j 

Ktti'rn 'MrfKrt 1 




I? V »m*t «| iiMiui 
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63764 


NOTICES 


flgra *Hffl ryrrtor* rr * I«y grg ,| 


*•«•> tirr? ».~i ^ |T1 

*• *>*• * ’"w' 


s.V?-7?.C7/7 


f. (nil V««f» VT r.r 

«. >r*i bi« «* Kinn 




. f. f««r> <cai: jifu) 

^ *.?, 


J.«;nn s :rnt3 ta. 

■Al^. t»y>rir|>nsn t .gyvw rt ,^ yi , x< /tfo 
•* f/»n tf Hesttaf _, 


~~ »* "-•» 


lx 3f?« 


*♦ riMrn Hr **<3 N^i f« 



OJt rrnn r-f 


I. «MV Wf bi M l arm aw _ 

J. ^ *w*T-nscrorr / 

t* * r *“ v ' #l *-^ x T «- m 

t. ft-r’i v, (■« 


»•«» r«^ti. 

. f. ««r (Call |*fa) 




-zjull. 


J *WM- 


Txito nfiajy co mi 


w r f * **••< '.innl i» ij n 


- I i L mwr^trbi i-"|»Tr t ( iriT 


•• *>**» >rmmt «f !a,*p 


"***i nwm 


* ’Hun* Hr *-o 



trra r>, t .„ 

1 * Vta»ai JTTTI ran -r r .» 

J V** ** VmcmI i^utt* mr? 

1 «rwi !a*an * ».». *. w 

irrjrg t r-TT V 


». JPr- 

. 2 **? !<M<* 

_ * '> (Sail I'fai - _ 

- *■ t»m , 

34 a.?. 


-ru. 

u 

, T. ]«M iuau: 




— ri ^ ,,,TT, l i rn >y .^n i nrx-1 

*. 7 f9** tf (bl9t*| — ■ . , -_ 


10. Fliia*i|i Hr #>*r» Hnii 1 i 



ES*;^ •trrrr r. v;^ f^rrcai 

I. a • Hut OTOt uuej 




J. r m »# Hut -Ur^lara / ~t; 

I. (mi >riu _ 9? n t |. | 

4. Wi an aw 


. £ml !«nr. 

*- »*r tut: Steal UM 

«• Un««k 


JI.XLX. 


-JU IT ■ 


gSUtt 1'IV/l . 


7 {w»rt»j im» rr 


t. 1/** *Ktat>n tn< 


I ’ l-JL "lar; -Cir, | i rt t 


’<•*•'1*1 Hr mr» a^ t „ 
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mm rxtrp'trrm imm» ■». J A-7 ft-ft 753 - 

*'»Ul (toll* 

1. KM •# vtsuf_Iggjj'JI/ M>.u_ *- fNr tail i«f*> >M<C 

totul MLiPU / rn _ i. >vt«J _ 

f. «rji v«tl - rut L Ket VMtt 31 Ht . t. JM*[«y] 11 1 1 
l. C-*“i KM m wi-m miiujw Brrm 
TlV'UTVai). kfcwi, JITA* 

t. Vm i# Hcuii«i _ ~ 


rt»rg nrr. ryffTnyrrc* rr» trttrw >•^71^ 

«• KM *f f«»tl mraa «mu MQ it t. SlT!ci»rx»«»j hcq 

1. tyw*f f«l»l tflWCLItfl / K7T _ «• IMt* ^TT^O * 

1. Or*M IMO rM 0. Me Mmc < >4 w.T f. MM Jura) IJ IT 

•• 0-^*» *■» «* ^ kiqom cmirr. iLiii-nii 1 lAiim. 

ii-1 twacpo i cmaL-Qirrmiiiii. n^g. - 

t. r m% if HotKif bOoMt ~ 


W. »»M^n V *(0 Mr.il li 



M. ftiMrtn Mr ««c» Nr«t ft MnUf: 


T^~ 

^irrrt Ir^fi 

-:-- 

Cl* 

TMMB CUM 

iun era J) 

X 




11 . Art ris»i*» lcfiit)« MmM kMi •* mull if • df'wt flu: 


/7 m £7 m (t* m. ••.^o twiimnl mh* n •« if t«a* «iw'i, 

** w fniTfr. Mem. muittw. «u*. ikikm m imi’K 
Mitutm fwwiw .l 


fTw:n n?r. ::o-retn:» ^ * %L(L2Zz£2£L 

* Wwl 1*ftt« 

1. IN •* Iieul mm WW I>r u I. n«- (C*l» 11*1 J c i 0 

i. i*»f immi , i?m»m / fPT - 4 * -— 

L irra Mm* Ui M—i _ i. Mt Mm* i _ _ T. InK JULU1 

S. Omt'I «« «* Mtrtlt ttiTA cn r.W O? IT? 

X-o-». nw, mtMM m\. tre^iro. 

t. T>» * Mtmiii !**m»_I_ — 


pw *wffl »• Jr;-»* 

I. M«cr mill wramnr ttmiacJl- *• «•* *'P ,} — ic. a .tt- 

a. t>m * mm icffi.na : ic-* u ■ - 

». <re»» Mm* ** «-t I. MC Mmm M h T ». Mm <IMU| 

*. Omt*» im W Wmi_im\ Bye I- 

KVTAtnft. r«W f| «rt mt, ...n.rf^ JAfai—.. - 

f. T/m * Mcmm tniMt ~---- 


10 . rUAlHtt Mr Met f»«t II IttMlH: 


US 75- 

firm 

lur Tt It 


-5TT7 

ny— 

.r.:r inr; 

tn 

7/JMM OWJ 

TKAW (1015) 

& 




1 ^ 






11. An riafefat ActlHtfu lituttl to town •' mull •* t nni 

a»a~ tS-Ta^-^TCS.33 S.*S5 1 nr*”- 

Mttvttlu rMllUf-1 


10 . 9 IimHn far fit? »ntt t« towtol 


TB?n 

f.rm ItrtUt 

tof 1| It .HI 



fit- 

r*r '.'ixrj 

coo 

TIWH dAI 

twi (tom 

X 




11. in "MU' Mtmtia toMtm »• ton * muii *f < ■•"ara*t r*« 


<S 7 * £?.« 15 ^;“- -s^^-rra^afcTs.w"'*' 

actuinai nmai.l 
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NOTICES 


CSSS CSCSSSS nirai 


J/l-r-g?™. 


1 **• 90 ** m! -1MV wjf »r i 

i* ’y*! *# nun 

l Cr«, B| - 

I. CWH-1 % 


g£, u n ,r m , 


. •• 1 


W««l« gJ1fcU CQ n» 


. 1 U«n itf»] un 

- 4 l *"*»- ££J! __ 

U P 1 J » inw 


-L-IM. ^T nvi;i, «i>>]^ 


*• Vw» I# Hen,!,| 


10. rtin-n Hr *f* h-mi .« 



tTiin reonnrjq^ t yw (rwnert 


1. »M •# «nul , 
>. »>P* «f THhI 4 
*• frwi IW»;, _ 
8, I 


W«»1 r^Kti- 
f. rbr (Oil sisa) ^ 

«. UmO 


». JA-7g-2/><r 


. «. Art h.ii|i_ 


RUtikJ' 

*• few* Ctm). 


•. 1>*rt If H»«t, ba We _ 


»0. r»^«rm .V.O Nnrft <l iMntitr 



g glfflUf^a . IPf^ tfjrs n<* _r S »l0lMKX) 




-SsavLi 


1* * *MMl . 

L tfpm mf «HMl . 

•» tmi Vvy, >.—tw.T. 

t» IVwr '1 Xtn 


*««■» r<mi. 
t. tltr (Cell Sft«s) _ boc 


cAxavT»jm<rtwr 


- «* *« »—» x. 18 

-fiSAaiV »*. r*-.. 


-AL mc.^v, fV-w «u : hv, »r«o»gti- ^, ui, 

I. T/r*» if 8fscar«laf Catlp*r« - _ 


w* «»H*iu V >*o fmd (a itvttMi 



Cgauami rxirtnar?,* ,^ T% 


1.1 


> If Htul 1 WB I 


y 'n* t* Mm) unranvt/roy 

*. *mi ’**•»;• ._ t7 8,7. *• nt ’n m *r i.y. 

•■ •■?■* •** *»•*• _JUtI2ll_DE2_ 


«. s !±2§, °2/± 

IMH* 

l »'**J 

*■ Ln« 77 *• 


. *IMl ttorrf. m 

f. Her (bll ttpij * J * « 


I tact I. 1* IT. 


— tea KmiriJfT. TTyg'X’ix-wn, ncmiao, jmi 

t. *>*•• If telVMt - _ 


It, ftwr'n Hr Hrat*. <« | 
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For an advance "look" at the 
FEDERAL REGISTER, try our 
new information service. A 
recording will give you selections 
from our highlights listing of 
documents to be published in the 
next day's issue of the FEDERAL 
REGISTER. 
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